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FORD NEW HOLLAND 
PARTS CATALOG 


| GROUP INDEX 


PA-8282 - 9N-2N-8N 


BRAKES 


Brake & Clutch Controls 
Brake & Civtch Controis 


FRONT AXLE AND STEERING 
Drag Link & End Kits 9N,2N,8N 
Front Ade 9N,2N,8N 
Steering Gear 9N,2N 
Steering Gear 8N,BSN 216989 
Steering Gear 8N,ASN 216988 


REAR AXLE 
Rear Axle Shaft & Housing 9N,2N 
Rear Axle Shaft & Housing 8N C78 
Differential 9N,2N,8N co 
Center Housing 9N,2N,8N C10,11 


HYDRAULIC CONTROLS 
Hydraulic Lift Cover 9N,2N,8N 
Hydraulic Lift Shaft 9N,2N,8N 
Hydraulic Lift Links 9N,2N,8N 
Leveling Box 9N,2N,8N 

ENGINE 
Engine Assembly - Outside 1-57,59,61 
Engine Overhaul Kits 1-62,63,64 
Engine Assembly - Inside 1-67,69,71 
Muffier Assembly 1-73 
Oil Fitter & Oit Gauge 1-75 
Kerosene Manifold 1-77 
Governor 1-79,81 


TRANSMISSION CLUTCH & PTO 
Three Speed Transmission : 1-83,85 
Four Speed Transmission 1-87,89 
Gear Shift 1-91 
Gear Shift 1-83 
Transmission, Case & Ciutch 1-95,97 
PTO Shifter Lever & Fork 1-99 
PTO 1-101 
9N,2N,8N 
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GROUP INDEX 


PA-8282 - 9N-2N-8N 


PAGE 
YEAR SERIES NO. 
COOLING SYSTEM 
Radiator 39/52 9N,2N,.8N 4-103 
Water Pump Assembly 39/47 9N,2N 1-105 
Water Pump Assembly 48/52 «8N 1-107 


FUEL SYSTEM 
Fue! System 39/52 9N,2N,8N 1-109 
Kerosene Vaporizer 39/50  9NAN,2NAN,8NAN 1-111,113 
Carburetor 39/52 8NAN,9N,2N.8N 1-115,117 
Air Cleaner 39/52 9N,2N,8N 1-119 


HYDRAULIC PUMP 
Hydraulic Pump 9N,2N,8N 1-121,23 


ELECTRICAL SYSTEM 
Magneto Idler ON,2N 4-125 
General - 3 Brush 9N,2N,8N 1-127,129 
General - 2 Brush 9ON,2N,8N 1-131,133 
General - 2 Brush 9N,2N,8N 1-135,137 
Starter Motor 9N,2N,8N 1-139 
Distributor & Coil 9N,2N,8N BSN 263844 1-141,143 
Distributor 8N ASN 263843 1-145,147 
Magneto & Drive oN 1-149 
Starter Switch & Button 9N After S/N 12499, 2N 1-151 
Lighting Kit & Wiring 9N,2N,8N 1-153 
Lighting & Wiring 9N,2N,8N 1-155 
Electrical Wiring 9N,2N,8N BSN 263844 = 16,7,8,.9 —1-157,159,161,163 
Electrical Wiring 8N ASN 263843 110,11,12  1-165,167,169 


INSTRUMENT PANEL 
Proofmeter 9N,2N,8N J2 1-171 
Indicators & Gauges 9N,2N,8N J2 1-171 


TRACTOR SEAT 
Standard Seat 9N,2N,8N 1-173 


SHEET METAL & TOOL BOX 
Running Boards 8N 1-175 
Sheet Metal ON,2N,BN 147 


Numerical index 1thu7 
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FIG.1A1- | FRONT WHEEL & RELATED PARTS - 9N, 2N, 8N 
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FIG. 1A1 - FRONT WHEEL & RELATED PARTS - 9N, 2N, 8N 


[REF [FN [PARTNUMBER [FINS | YRISN__| QTY | DESCRIPTION 
CSNN-1012-B Nu Fret Wheel Hob Bot, Used WICBNN-1107E Front 


CS5NN-1015-A Wheel Assy., 6" Bolt Hole Dia., 4 x 19 Tires, 8N 
EQNN-1007-SA Wheel Assy., Used W/5.50 x 16” Tires, 8N 
Replaces 8N-1015-C 

8N-1015-D Wheel Assy., 6.00-6.50 x 16" Tire KA, Heavy Duty, 8N 


QN-1104-A Hub & Bolt Assy., Front Wheel, 9N, 2N 
DS5NN-1104-A Hub & Bolt Assy., Front Wheel, Replaces NCA-1104-C, 8N 
CS5NN-1107-E Bolt, Front Wheel Hub, Used W/2N-1012 Nut, SN, 2N 
2N-1139-B Cap, Front Hub, 9N, 2N, 8N 

Retainer Assy., Front Hub, 9N, 2N, 8N 

Spacer, Front Hub, Dust Cap, 9N, 2N 


Kit, Bearing & Retainer, Front Wheel, 9N, 2N, 8N 
Includes: Ref. 1,4,6,& 8 thru 11 


= 


Om ow ny myer 


Cone & Roller Assy., Inner 
Cup, Inner 
Cone & Roller Assy., Outer 
Cup, Outer 
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FIG.1B81- | REAR WHEEL & RELATED PARTS - ON, 2N, 8N 


USED POR DUAL 


s 
_ WHEEL INSTALLATION 
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FIG. 1B1 - REAR WHEEL & RELATED PARTS - 9N, 2N, 8N 


[REF [FN | PART NUMBER [ FINS | YRISN [QTY DESCRIPTION 


NCA-1020-B Rim, 10" x 28", SN, 2N, 8N 

351505-S8 Washer, Flat, 5/8" 

Nut, Hex, 5/8°-18 

370838-S36 Bolt, Round Hd., Rim to Disc, 5/8"-18 x 2-11/16" 
ON, 2N, 8N 


QN-1117 Bolt, 9N, 2N 
Batt, Rear Wheel, 5/8°-18 x 1.98", Wheel Disc to 
to Brake Drum, Fluted Shoulder 
we WI8N-1134, See 4A2, 8N 
ut, Flange, 5/8"-18, Rear Wheel to Axle, 9N, 2N 
8N-1134 948/52 Not Used W/312696-S2 Bolt, See Fig. 442, 8N 


D9NN-1036-CA Disc, Replaces 957E-1017-B, 8N 

Nut, Rear Wheel Flange, Dual Wheel 
Spacer, Rear Wheel, Dual Whee! 

Boit, Lug to Wheel, 9N, 2N 

Washer, Lock, 7/16" 

Nut, Hex, 7/16"-20, Lug to Wheel, 9N, 2N 


No Longer Serviced 
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FIG.2A1- BRAKES & RELATED PARTS (1939/47) - 9N, 2N 
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FIG. 2A - BRAKES & RELATED PARTS (1939/47) - 9N, 2N 


PREF [FN [PARTNUMBER [FINS | YRISN [Qty | DESCRIPTION 


QN-2219-A 1939/47 Lining, Kit, Replaces CSNN-2284-F 
351978-S 1939/47 Rivet, 3/16" x .47, Shoe to Lining 
9N-2030 1939/47 Equalizer Assy., Brake 
Washer, Lock, 3/8” 
1939/47 Nut, Hex, 3/8"-24, Equalizer to Brake Carrier Plate 
1939/47 


Spring, Brakeshoe Retum, Upper, Green, 4.56" Lg. 
1939/47 Spring, Brakeshoe Return, Long, Blue, 9" Lg. 
1939/47 Spring, Brakeshoe Return, Lower, Red, 4.56" bg. 
1939/47 Bracket, Brakeshoe Adjustment 
1939/47 Wedge, Brake Adjustment 
81T-2042 1939/47 


Link, Brakeshoe 
817-2043 1939/47 Cap, Brake Adjustment Bracket 
6H-2066 1939/47 Cup, Brake Shoe Holddown Spring 
ON-2068 1939/47 Spring, Brakeshoe Holddown 
9N-2069 1939/47 Pin, Brakeshoe Holddown Spring 
81T-2104 1939/47 


Stud, Brakeshoe Retracting Spring 
Stem Assy., Brakeshoe hich aa 
Plate Assy., Brake Backi 

Plug, Button, Brake Caner Plate, 3/8° 
Seal, Brake Dust 


Shoe & Lining Assy., Brake 

Bushing, Brake Camshaft 

Ring, Brake, Dust Shield 

Rivet, Button Hd., 9/64" x .38, Ring to Brake Plate 
Bracket, Brake Camshaft, ON, 

Rivet, Camshaft Bracket, 1/4" x 7/8" 


hewn 


=~ © OI Oo) 
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FIG. 2A2 - BRAKES & RELATED PARTS (1948/52) - 8N 


PART NUMBER | FINIS | YR/SN [QTY | DESCRIPTION 


8N-2007-A 1948/52 Kit, Li 

includes: (4) Linings & 50 Rivets 
8N-2007-B 1948/52 Kit, Lining 

Includes: (4) Linings & 58 Rivets 
8N-2027-A a, 1948/ Anchor, Brakeshoe, Return Spring 
8N-2027-B b, 1948/52 Anchor, Brakeshoe, Return Spring 


H-2041 1948/52 Screw, Brake Adjusting 

8N-2048 Socket, Screw, Brake Adjusting 
8M-2049 Spring, Screw, Brakeshoe, Adjusting 
H-2092 Cover, Brake Adjusting Hole 


8N-2200-B Kit, Brakeshoe & Lining 
Includes: 
8N-2218-B Shoe & Lining, A.H. Upper & LH. Lower 
8N-22224-B Shoe & Lining 
8N-2212-B Plate Assy., Brake Backing 


8N-2217 Seal, Brake Dust 

8N-2218-B Shoe & Lining Assy., Brake, R.H. Upper & LH. Lower, 
Replaced by 8N-2200-B 

8N-2223 Nut, Brake Adjusting Screw 

8N-2224 Cover, Brake Camshaft Hole 


8N-2255 Shield Assy., Brake Dust 


8N-2297-B Spring, Brakeshoe Retracting 
8N-2299 rob tr Brakeshoe Secondary, L.H. Brake Only 


8N-22224-B Lining Assy., Brake, LH. Upper & R.H. Lower 
(1)- Only available in Kit, 8N-2200-B 


a- Used On & BSN 248839 
Used On & ASN 248838 


No Longer Serviced 
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FIG. 2B1- | BRAKE CONTROLS & RELATED PARTS - ON, 2N : 
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FIG. 2B1 - BRAKE CONTROLS & RELATED PARTS - SN, 2N 


[REF | FN | PART NUMBER FINS | YRISN [QTY | DESCRIPTION 


Wedge, Brake Camshaft 

Camshaft, Brake Actuating 

Collar, Brake Camshaft 

Pin, Collar to Brake Shaft, 1/8" x 1.38" 
Am, Brake Paw! 


Washer, Lock, 7/16" 

Nut, Hex, 7/16"-20 

Bolt, HH, 7/16"-20 x 2.25 

Pin, Cotter, 1/8" x 1" 

Pin, Clevis, Arm to Paw, 1/2" x 1-1/4" 


Pedal, Brake, R.H., W/Cap 

Pin, Clevis, R.H. Pedal to Pawl, 1/2" x 2.62° 
Key, Woodruff, Pedals to Brake Shaft, 1/4" x 1-1/8" 
Pedal, Brake, LH., W/Cap 

Bushing, Brake, Cross Shaft 


=OoO~ISD Oaron— 


So 


9N-2455-A 
QN-2456-A 
78-2477 


QN-2786 
9N-2796 


9N-7508 
9N-7520 


No Longer Serviced 


Pawl, Brake 

Sector, Brake Paw! 

Bolt, HH, 7/16"-14 x 1.25 
Bushing, Clutch Pedal 
Pedal Assy., Clutch 


S43NMNNM Mohan 
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FIG. 2B2 - BRAKE CONTROLS & RELATED PARTS - 8N 


PART NUMBER FINS | YRISN [QTY | DESCRIPTION 


8N-2224 2 | Cover, Brake Camshaft Hole 

8N-2246 1 Camshaft, Brake Actuating, R.H. 

8N-2247 : Camshatt, Brake Actuating, LH. 
1 


> 


8N-2315 Lever, Brake Camshaft, L.H. 
Key, Lever to Camshaft, 1/4° x 1-1/8" 


Washer, Lock, 7/16* 

Bait, HH, 7/16°-20 x 1.68 

Pin, Cotter, 1/8" x 1° 

Pin, Clevis, Lever to Pawi, 1/2" x 1-3/8" 
Spring, Brake, Camshaft Hole Cover 


Arm, Brake Pawl 

Key, Woodruff, Arm to Camshaft, 1/4" x 1-1/8" 
Key, Woodruff, Pedals to Brake Shaft, 1/4" x 1-1/8° 
Key, LH. Pedal to Cross Shaft, 1/4” x 1-1/8" 
Pedal, Brake, R.H. 

Pedal, Brake, LH. 


Shaft, Brake Pedal, Cross 

Rod Assy., Brake Control, 35.15" Lg. 
Nut, Hex, 3/8"-24 

Clevis, Adjustable, 3/8" x 2-1/2" 

Pin, Cotter, 1/8” x 5/8" 


Pin, Clevis, Brake Rod Assy., 3/8” x 1-1/8" 
Bushing, Brake Camshaft 

Bushing, Brake Cross Shaft 

Paw, Brake, R.H. 

Paw, Brake, LH. 


Sector, Pawi Brake 

Bolt, HH, Sector to Cover, 7/16"-14 x 1.25 
Bushing, Clutch Pedal, Used W/8N-7520-A 
Bushing, Clutch Pedal, Used W/NAA-7519-B 
Pedal Assy., Clutch 


Eyebolt, Pedal Assy. to Clutch Release Shaft, 
Pin, Cle, Pre Ascy to Eyebot, "x 1516 

, Clevis, A) x1 
Fitting, Lube, Clutch Pedal, 1/8"-85° 


COONAN HOM == 


po 


8N-2455 
8N-2456-A 


NCA-2458-A 
8N-2465 


1 
1 
1 
1 
2 
2 
2 
2 
1 
1 


RBBRBL Bs 
ne a) 


=e 


88 8 


Used On & BSN 27924 
No Longer Serviced 


* 
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FIG.3AA- STEERING DRAG LINK & END KIT CHART 


Steering Drag Link and End Kit Chart 


To replace complete Drag Link Assemblias 3304 or 3305 refer to chart for components. 


EQUIPPED WITH REPLACE WITH 
MOOEL fj 


2N. = 2N.3130 & 31 

8N, nan 8N-3503-A | 8N-3130A | 8N-3OIO-A | sod 
‘After Ser. 216,988 &f 8N-3270-A or 

ON, NAN] 8v-95098 | anara0. | BNOIOA | tore Ser, 461,956] BNS270-C 


'9N-3130 & 31 
2N, = Pa aie 2N3131 jong] 34.5" long 
8N-33316] BN-3314-D 
8N, snan| fenasco.a| anars0 | NAA-3010-82| Before Ser. 216,989 oe 34.5" tong] 32.8" tong NAAsaz71-8 | 
After Ser. 216,088 &| 8N-33315 


8N-3314-D) 8N-33316 
- . 
enn 9N-3503-8 | 8N-3130-B |NAA-3010-82| After Ser. 451,958 waaszr0a| 32.8” long] 34.5” tong NAA3271.4 | 


WHEN REPLACING COMPLETE DRAG LINK WITH COMPONENTS AS SHOWN IN ABOVE CHART USE 2 PIECES 
BN-3287 Clamp, 1 Each End of Steve and Secure Each With:  357344S8 BOLT 5/16”-24 x 1.4" Carriage Heed 
350947-S8° NUT 8/16”.24 Hex Heed 
34806-S8 LOCKWASHER 5/16" 


IF STEERING GEAR ASSY. OR SPINDLE ARM HAS SEEN CHANGED TO OTHER THAN ORIGINAL EQUIPMENT 
DISREGARD SERIAL NUMBERS AND USE COMPONENTS SHOWN FOR EQUIPMENT BEING USED. 


To replace Front Drag Link Kit only with original Drag Link Assembly and 
original Front Center Axle ses chart below. 


EQUIPPED WITH 
Baro Sie Pera hae NUMBERS 


9N, 9NAN 9N-3120 & 31 ON, 9NAN 
2N, 2NAN 2N3130831 | 830108 2N, 2NAN 


8N,B8NAN 8N-3130-A 8N3010-4 Before Ser, 216,989 


After Ser. 216, $88 & 
6N,8NAN } 8N-3503-8 8N-3130-A 8N3010-A Bafore Ser, 451, 959 f 


8N, 8SNAN 8N-3130-8 8N-3010-A After Ser. 451, 958 


8N-3270-A 


To repiece Front Drag Link Kit only with original Drag Link Assemibly and 
Feont Center Axis replaced by NAA-3010-B2 see chart below. 


el 


9N,9NAN 9N-3130 & 31 9N, SNAN 
2N, 2NAN 2N-3130 & 31 2N, 2NAN euseee 


8N, BNAN 8N3130-A Bafore Ser. 216, 989 8N-3270-C 


. After Ser. 216, 988 & 
8N, BNAN 8N3130-A Before Ser. 451, 960 8N-3270-C 


8N, BNAN 8N3130-8 After Ser. 461,968 | NAA3270-A 
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FIG.3A1- FRONT AXLE & RELATED PARTS (1939/52) - SN, 2N, 8N 
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FIG. 3A1 - FRONT AXLE & RELATED PARTS (1939/52) - 9N, 2N, 8N 


[REF | FN | PART NUMBER | FINS | YRISN [QTY DESCRIPTION 


CSNN-1N195-A Washer, Front Hub, Bearing Retainer 
9N-3006-A Axle Assy., Front, R.H., 9N, 2N 
8N-3006-A Axle Assy., Front, R.H.,8N 

Axle Assy., Front, LH., 9N, 2N 

Axle Assy., Front, L.H., 8N 
351505-S8 Washer, Flat, 5/8" 

Nut, Hex, 5/8°-18 


304945-S36DS Bolt, HH, R.H. & LH. Axe Assy. to Center Axe, 
5/8"-18 x 3.40 

Fitting, Lube, Front Axle, 1/8" 

DONN-3010-EA Ave Assy., Front Center 

9N-3029-A Support Assy., Front Axle 

Washer, Lock, 7/16" 

Nut, Hex, 7/16"-20 


Bolt, HH, Axle Support to Oil Pan, 7/16"-20 x 1-1/4" 
2N-3039 Bushing, Front Axie 

2N-3105 Spindle Assy., Front Wheel, R.H., 9N, 2N 
8N-3105-B 948/52 Spindle Assy., Front Wheel, R.H., 8N 
2N-3106 Spindle Assy., Front Wheel, L.H., 9N, 2N 
8N-3106-B 948/52 Spindle Assy., Front Wheel, L.H., 8N 

Pin, Cotter, 5/32" x 1-1/4" 


351159-S36 Nut, Castle, Spindle to Hub & Bolt Assy., 3/4”-16 
2N-3109 939/52 ont a 


—-+00N na ASrwwonn— 


“~o 


Bushing, Front Wheel Spindle 

Besring Assy. Front Wheat Spindle P 
., Fro i in 

Pin, Front Axle, 2N, 8N e 

Pin, Front Axle, 2N 

Washer, Lock, 1/2" 


Bolt, HH, Pin to Axle Support, 1/2"-20 x 1-1/8" 
2N, 8N 


Amn, Front Axle Spindle, R.H., 9N, 2N 
8N-3130-A Arm, Front Axie Spindle, 8N 

310799 Arm, Front Axle Spindle, 8N 

2N-3131 Arm, Front Axle Spindle, LH., 9N, 2N 

Key, Woodruff, 1/4" x 7/8", 8N 

Key, Woodruff, Arm to Spindle, 5/16" x 1-1/4" 


9N-3270-B 1939/47 Kit, Steering Drag Link, Front End, Refer to 
Chart for Usage, 9N,2N 
Includes: Ref. 26 thru 29 
9N-3290-A 1939/47 End Assy., 9N,2N 
8M-3332 1939/47 Seal, 9N,2N 
1939/47 Fitting, Lube, 1/4°-28, 9N,2N 
1939/47 Nut, Hex, Slotted, 1/2°-20, 9N,2N 
1939/47 Pin, Cotter, 9N,2N 


Used On & ASN 164488 
Used On & BSN 167489 
Used On & BSN 451959 
Used On & ASN 451958 


No Longer Serviced 
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FIG.3A1- | FRONT AXLE & RELATED PARTS (1939/52) - 9N, 2N, 8N 
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FIG. 3A1 - FRONT AXLE & RELATED PARTS (1939/52) - 9N, 2N, 8N 


PART NUMBER FINS | YRISN {QTY | DESCRIPTION 


NAA-3270-A Kit, Steering Drag Link, Front End, Refer to 
Chart for Usage, ON, 2N, 8N 


NAA-3290-A 
8M-3332 al 

Fitting, Lube, 1/4"-28 
Nut, Hex, Slotted, 1/2°-20 
Pin, Cotter 


8N-3270-A Kit, Steering Drag Link, Front End, Refer to 
Chart for Usage, Use W/8N-3130-A 


8N-3290-A 
8M-3332 


8N-3270-C Kit, Steering Drag Link, Front End, Refer to 
Chart for Usage,8N 

. includes: 

8N-3290-C End Assy., 8N 

8M-3332 Seal, 8N 

Fitting, Lube, 8N 

Nut, Hex, 1/2”-20, 8N 


8N-3287 ‘ Clamp, Spindle, Connecting Rod, 8N 

Washer, Lock, 5/16" 

Nut, Hex, 5/16"-24 

Bolt, Clamp to Sleeve, 5/16"-24 x 1.4” 

Sleeve, Steering Drag Link, Adjusting, Refer to 
Chart Page, 8N 


ADNN-3324-A 
78-3332 
78-3336 


2N-3405-B 
C5NN-3405-A 


Cover Assy., or Seal, Steering Linkage, 

Ball Stud Dust, Rear Cover Assy. 
Cover Assy., or Seal, Steering Linkage, 

Ball Stud Dust, Front Seal, 9N, 2N 
Retainer, Steering Linkage, Ball Stud, 9N, 2N 


Rod Assy., Front Radius, 9N, 2N 
Rod Assy., Front Radius, 8N 
Bolt, HH, Radius Rod to Front Ade, 5/8°-18 x 5:31" 


9N, 2N 
Bolt, Radius Rod, 5/8"-18 x 5.18" 


Seal, Steering, Spindle Arm, Dust, ON, 2N 
Seal, Steering Spindle Arm, Dust 
Kit, Steering, Drag Link End 

Includes: Rear 

End Assy. 

Nut, Hex, Slotted, 1/2"-20 

Fitting, Lubricator, 1/4°-28 


Pin, Cotter, 3/32° x 7/8" 
Bolt, Hex, Arm to Spindle, 7/16"-20 x 2-1/4" 


Q57E-3415-A 
9N-3528 
C5NN-3125-A 
NAA-33271-A 


NAA-3307-B 


NMP n mnP i) Ls) nN 


ao 


NI 


No Longer Serviced 
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FIG.3B1- | STEERING GEAR & RELATED PARTS - SN, 2N 
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FIG. 3B1 - STEERING GEAR & RELATED PARTS - SN, 2N 


PARTNUMBER [FINS [| YRISN [QTY | DESCRIPTION 


1 9N-3517 1939/47 or 5 sean Gear Sector & Pitman Shaft, 
alt HOw 

9N-3525 1939/47 Shaft Assy., Steering 

951544-S 1939/47 Washer, Lock, 13/16" 

351119-S8 1939/47 Nut, Hex, Steering Post, 13/16"-28 


1939/47 Sector, Steering Gear, R.H. 

1939/47 Sector, Steering Gear, LH. 

1939/47 Shaft, Steering Gear, Sector or Pitman 
1939/47 Washer, Thrust, Steering Sector, Outer, 122" Thick 
1939/47 Washer, Thrust, Steering Sector, Outer, .124" Thick 
1939/47 Washer, Thrust, Steering Sector, Outer, .126" Thick 


1939/47 Housing Assy., Steering Gear, Lower, 
Used W/9N-3551-E Housing, 9N 
1939/47 Housing Assy., Steering Gear, Lower, 
Used W/9N-3551-D Housing 
1939/47 Plug, Expansion, 5/16" 


1939/47 Bolt, HH, 7/16°-14 x 1.50" 

1939/47 Cover, Steering Gear Housing, Upper, 
Used W/9N-3550-C 

1939/47 Cover, Steering Gear Housing, Upper, 
Used W/SN-3550-A, 9N 


o o COON bor 


1939/47 Bolt, HH, Upper to Lower Housing, 7/16°-14 x 1.12° 
1939/47 Cup, Steering Gear, Thrust Bearing 

1939/47 Washer, Thrust, Steering Sector, Inner, .255" Thick 
1939/47 Washer, Thrust, Steering Sector, Inner, .250° Thick 
1939/47 Washer, Thrust, Steering Sector, Inner, .245° Thick 


1939/47 Bearing, Thrust, Steering Gear Worm 

1939/47 Cone, Seley a Column 

1989/47 : Shim, Steering Gear Housing, End Cover, Gasket to 
Lower Steering Housing, Rear 

1939/47 Shim, Steering Gear Housing, End Cover, Gasket, 
Upper to Lower Steering Housing, Front 


1939/47 Wheel Assy., Steering 
Nut, Hex, Steering Wheel to Shaft, 5/8"-18 
Key, Steering Wheel to Steering Gear Shaft 
Seal, Steering Column, Dust 
Retainer, Steering Column, Dust Seal 


ng , Used ae Only, 9N 
pase, teeny Colum 

Fin ae Steenng Colurnn Cap, 1/4°-28 
Packing, Steering Gear, Sector Shaft 

Washer, Steering Wheel 


RBRVS 


BXRSRR 
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FIG. 3B1 - STEERING GEAR & RELATED PARTS - SN, 2N 


per [ek | __ Paneer frais} rey a DESCRIPTION 


9N-3699 1939/47 1 Spring, Bearing, Steering Column 

9N-7010 1939/47 1 Plug or Cap, Transmission Filler 

8N-7011 1939/47 1 Gasket, Plug, Transmission Filler 

9N-7223-A a, 1939/42 1 | Gasket, Gearshift Cover, 8 Holes Oblong, 
17.80 Lg. x .020/.022" Thick, 9N 


9N-7223-B b, 1943/47 Gasket, Gearshift Cover, : Eos Oblong, 
17.80 Lg. x .020/.030 Thi 
8N-3679-C 1939/47 pear Assy., ignition, wn Keys 
Includes: 
1939/47 Nut, Hex, Lock to Housing, 1-3/16"-20 
9N-3685-B 1939/47 Key, Ignition, Universal Series 1053 


9828014 1939/47 Knob, Choke 
9N-9805 1939/47 Lever, Throttle Control 
: Spring, Lever 
QN-9807_ Arm Assy., Throttle Control 
. Retainer, Lever Spring 


9N-9819-A Pin, Control Lever to Control Rod, Used W/9N-9805 
Panel Assy., Instrument, Used W/9N-3551-D 
Washer, Lock, 5/16" 
Bolt, Hex, 5/16"-18 x .56 
Plug, Light Switch Hole, 3/8" 


355471-S8 Bolt, Carriage, 5/16"-24 x .75 
Nut, Hex, 5/16°-24 
Bolt, Hex, 5/16°-24 x 1° 
9N-9700-A _ Rod Assy., Choke Control, Used W/Baitery Ignition 


Used On & BSN 47508 
Used On & ASN 47507 


No Longer Serviced 
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FIG.3C1- | STEERING GEAR & RELATED PARTS - 8N (BSN 216989) 
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FIG. 3C1 - STEERING GEAR & RELATED PARTS - 8N (BSN 216989) 


PART NUMBER FINIS DESCRIPTION 
* Housing Assy., Steering Gear, 8N 


Bolt, Hex, Steering Gear Assy. to Transmission, 
7/16"-14" x 1-3/8" 

Piug, Expansion, 1-1/4" 

Plug, Expansion, 1/4" 

87837-S36 Plug, Pipe, 1/4"-18" 


CSNN-3N716-A Bearing Assy., Steering Column 

Seat, Steering Column, Bearing Spring 
Spring, Steering Column Bearing 

Shaft, Steering Gear Sector or Pitman, R.H. 
8N-3527-A ; Shaft, Steering Gear Sector or Pitman, L.H. 


Washer, Lock, 3/4” 

Nut, Hex, Jam, Steering Arm to Shaft, 3/4"-16° 
Kit, Steering Gear Housing Cover 

Washer, Lock, 3/8" 

Bolt, Hex, Cover to Housing, 3/8°-16 x 1-1/8" 


8N-3552 : Cup, Bearing, Steering Gear Thrust 

8N-3570 Seal, Steering Column, Dust 

8N-3571 Bearing, Steering Gear, Worm Thrust 
8N-3575-A Shaft & Ball Nut Assy., Steering 

8N-3576-A Bushing, Steering Gear Sector & Pitman Shaft 


8N-3578 Grommet, Steering Column 

Washer, Steering Gear, Housing Side Cover 
Seal, Gasket, Steering Gear, Side Cover 
Washer, Lock, 3/8" 


Bolt, HH, Side Cover to Housing, 3/8°-16 x 1-3/8" 
Seai Assy., Steering Gear Sector Shaft 

Seal, Steering Gear Sector Shaft, Dust 

Shim, Steering Gear Housing, End Cover, .002 
Shim, Steering Gear Housing, End Cover, .005 
Shim, Steering Gear Housing, End Cover, .010 
Shim, Steering Gear Housing, End Cover, .030 


Arm, Steering Gear 

Wheel Assy., Steering 

Washer, Flat, .70° x 1.50" : 
oe Wheel to Steering Gearshalt, 


BEEN RIRsHRs 


Used On & ASN 216988 
No Longer Serviced 
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FIG.3C1- | STEERING GEAR & RELATED PARTS - 8N (BSN 216989) 
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FIG. 3C1 - STEERING GEAR & RELATED PARTS - 8N (BSN 216989) 


PART NUMBER FINIS DESCRIPTION 


Panel Assy., Instrument W/Hole for Prootmeter, 8N 
Panel Assy., Instrument W/Hole for Proofmeter, 8NAN 
Bolt, Hex, 3/8"-24 x .86" 

Washer, Flat, 3/8" 

Nut, Hex, 3/8"-24 


Quadrant, Throttle Controt 

Screw, Oval Hd., #12-24 x 3/8" 
Lever, Throttle Control 

Support, instrument Panel to Hood 
Washer, Lock, 7/16" 


Bolt, Shaft to Upper Steering, 7/16"-14 x 1° 
job, Choke 


Rod Assy., Choke Control, W/Battery Ignition 
Plate, Govemor y ie Anchor 
Bracket, Throttle Control Arm 


Bolt, Rod Bracket, 5/16*-18 x 11/16" 
Washer, Lock, 5/16" 

Nut, Hex, 5/16*-18 

Spring, Throttle Control Lever 

Spring, Govemor Compression, 4.95" Length 


Plug, 1/4"-18 NPT 
Nut, Lock, 1/4"-28 


pee ae aes 


8N-9889-A 
8N-9805-A4 


C7NN-8N043-A 
8N-9700 
8N-9855 


sae ewn Moa aa 


, Kerose: 
to plow 1/4"-28 x 1-1/8" 
Grommet, Starter Switch Lead 


1 
1 
1 
1 
1 
1 
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FIG.3C2- | STEERING GEAR & RELATED PARTS - 8N (ASN 216988) 
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FIG. 3C2 - STEERING GEAR & RELATED PARTS - 8N (ASN 216988) 


PARTNUMBER FINIS | YRISN | QTY | DESCRIPTION 


* | 8N-3548-B 1949/52 1 Housing Assy., Steering Gear 
1949/52 4 | Bolt, Hex, Steering Gear Assy. to Transmission, 
7/16"-14" x 1-3/8" 
Plug, Expansion, 1-1/4" 
Cover, Steering Gear Housing, Cover & Tube Assy. 


Washer, Lock, Internal Tooth, 1/4" 

Screw, Fill Hd., Used as Filler Plug, 1/4°-20 x 5/6" 

Washer, Lock, 3/8" 

Bolt, HH, Cover to Housing, 3/8"-16 x 1-1/8" 

Bolt, HH, Side Cover to Steering Gear Housing, 
3/8"-16 x 1-1/8" 


CSNN-3N716-A Bearing Assy., Steering Column 
Seat, Steering Column Bearing Spring 
Spring, Steering Column Bearing 
Shaft, Steering Gear Sector or Pitman, Single 
Shatt, Steering Gear Sector or Pitman, Single 


Washer, Lock, 3/4* 

Nut, Hex Jam, Steering Arm to Shatt, 3/4*-16 
Cup, Steering Gear Thrust Bearing 

Bushing, Steering Gear Sector & Pitman Shaft, Long 
Seal, Steering Column, Dust 


Canoauw eo Ls ad 


=r nn 


Bearing, Thrust, Steering Gear Worm 

Shaft & Ball Nut Assy., Steerini 

Bushing, Steering Gear Sector & Shafi, Short 
Grommet, Steering Column 

Cover & Bushing Assy., Steering Gear Housing, Side 


O-Ring, Side Cover 

Packing, Steering Gear Sector Shaft 
Retainer, Steering Gear Sector Shaft Packing 
Seal, Steering Gear Sector Shaft, Dust 

Arm, Steering Gear, Used W/8N-3503-B 


Shim, Steering Gear Housing, End Cover, .002 
Shim, Steering Gear Housing, End Cover, .005 
Shim, Steering Gear Housing, End Cover, .010 
Shim, Steering Gear Housing, End Cover, .030 
Wheel Assy., Steering 

Washer, Flat, 70° x 1.50" 


Nu, Bing, Serng Wheel to Steering Gear Shaft, 

Shim, Steering Geer, Lash Aduster, 063 At. WIB,C &D 
Stim, Steering Geer, Lash Adjuster, 065 AL WIAC & D 
Shim, Steering Gear, Lash Adjuster, 067 At W/AB & D 
Shim, Steering Gear, Lash Adjuster, .089 Ak WIAB & C 


2 
1 
2 
1 
2 
2 
2 
2 
2 
2 


te 


"1-30 
FORD NEW HOLLAND 
PARTS CATALOG 


FiG.3C2- | STEERING GEAR & RELATED PARTS - 8N (ASN 216988) 
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FIG. 3C2 - STEERING GEAR & RELATED PARTS - 8N (ASN 216988) 


[REF [FN [PARTNUMBER [| FINIS | YRISN__| QTY | DESCRIPTION 


8N-33545 Adjuster, aaa Gear, Lash 

Washer, Flat, 7/16" 

Nut, Hex Jam, 7/16"-20, Used W/Adjuster 
8N-33546 Packing, Steering Gear, Lash Adjuster 
8N-33581 Retainer, Steering Gear, Ball & Nut Bearing 


356937-S Bory ral Steering Shaft, 273" ID x 
15" Lg. 


Panel Assy., Instrument W/Hole for Prootmeter, 8N 
Panel Assy., Instrument W/Hole for Proofmeter, 8NAN 
Bott, Hex, 3/8°-24 x .86 


Washer, Flat, 3/8" 

Nut, Hex, 3/8"-24 

Quadrant, Throttle Control 
Screw, Oval Hd., #12-24 x 3/8" 
Lever, Throttle Control 


Support Assy., instrument Panel to Hood 
Washer, Lock, 7/16" 


Bolt, Supporti Upper Steering, 7/16"-14 x 1" 
C7NN-8N043-A Knob, 
8N-9700 Rod hee 5 Chas Control, W/Battery Ignition 


8N-9855 Plate, Govemor Spring Anchor 
Bracket, Throttle Consol Arm 

Bolt, Rod Bracket, 5/16"-18 x 11/16" 

Washer, Lock, 5/16" 

Nut, Hex, 5/16*-18 


Spring, Throttle Control Lever 

Spring, Governor Compression, 4.95" Length 
Nut, Lock, 1/4"-28 

Arm Assy., Throttle Control Lever 

Arm Assy., Throttle Control Lever, Kerosene 


Bolt, Rod to Cover, 1/4°-28 x 1-1/8" 
Grommet, Starter Switch Lead 


43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
59 
60 
61 


* 


No Longer Serviced 
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FIG. 4A1 - REAR AXLE SHAFT HOUSING & RELATED PARTS - SN, 2N 


PART NUMBER FINS | YR/SN [QTY] DESCRIPTION 


* | 2N-4012-A2 1939/47 1 Housing Assy., Rear Axe Shafi, R.H., Replaces 
9N-4012-B, No oe Available 

* | 2N-4013-A2 1939/47 1 Housing Assy., Rear Axie Shaft, LH., Replaces 
9N-4013, No Longer Available 


1939/47 Nut, Hex, 7/16"-20 
1939/47 Stud, Muffler Clamp to LH. Housing to Center 
Housing, 7/16"-14 x 20 x 2.12" 
Stud, L.H. & R.H. Housing to Center Housing, 
THE-14x 20 x 1.86" 


gto ere 
Gasket, Center hep to Rear Ade Hovsing 2N 
Retainer Assy., Rear Axie Shaft Bearing 
Stud, Screw, Retum to Rear Axle Housing, 
76" - 14-20 x 2.50" 


- Collar, Rear Axte Shaft Bearing 
Cone & Roller Assy., Rear Axle Shaft Bearing 
Cup, Rear Axle Shaft Bearing 
Cup, Rear Axe, Differential Bearing 
Shim, Rear Axle, Shaft, Bearing Retum 
Shim, Rear Axle Shaft, Bearing Retum 
Shim, Rear Ade Shaft, Bearing Retainer 


pPNNAS 


Sie Mea Pear Ade Shaft Bearing, Oil, Outer, 
Replaces 9N-4251 

Drum, Rear Wheel Brake 

Bott, Rear Wheel 


OGNN-4251-A 


ON-1126 
ON-1117 


BY HMKY Be Zsounnvw 


Washer, Fiat, 5/8" 

Nut, Hex, Wheel to Axle Flange, 5/8°-18 
Bushing, Brake Cross Shaft 

Pin, Cotter, 1/8" x 1" 

Nut, Castle, 5/8°-18 


Gasket, Lower Link, Support Plate, Oval End 
Gasket, Lower Link, Support Plate, Square End 
Plate, Lower Link Support 

Shaft, Lower Link Support 

Stud, Screw, 7/16° - 14-20 x 1.75 


aange 


9N-523-A 
9N-523-B 
9N-562-B 
9N-563 
376425-S36 


*- No Longer Serviced 
AR- As Required 


“—“NMmNN 


1-34 
FORD NEW HOLLAND 
PARTS CATALOG 


FIG.4A2- REAR AXLE SHAFT, HOUSING & RELATED PARTS - 8N 
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FIG. 4A2 - REAR AXLE SHAFT, HOUSING & RELATED PARTS - 8N 


PREF | FN | PARTNUMBER | FINS | YR/SN_| QTY | DESCRIPTION 


1 Housing Assy., Rear Axle Shaft, R.H. 
Housing Assy., Rear Axle Shaft, LH. 
Nut, Hex, 7/16"-20 
376425-S36 Stud, Muffier Clamp to LH. Housing to Center 
Housing, 7/16"-14 x 20 x 2.12" 


357724-S8 Stud, L.H. & R.H. Housing to Center Housing, 
TA6-14 x 20x 1.86" 
Plug, Expansion, R.H. Axle Housing, 1-1/4" 
2N-4035 Gasket, Center Housing to Rear Axte Housing 
8N-4124-B Retainer Assy., Rear Axle Shaft Bearing 


Washer, Lock, 7/16" 
Washer, Lock, Brake Assy. to Retum, LL 
: : Washer, Retum to Rear Axe Shaft prot 
356755-S8 Bolt, HH, Retum & Brakes to Rear Axle Shaft 
7/16"-20 x 3.25 


oes Rattan $a) 8N-4187 Snap Ping 
1 1 
o d a Roler Asey. feat Axte Shaft Bearing 
ne & Roller ear 
Cup, Rear Axte Shaft Bearin 
Cup, Rear Axle, Differential Bearing 


— Rear Axe Shaft, Outer Bearing, Oil Seal 
eturn 

Shim, Rear Axe Shaft, Bearing Retum 

Shim, Rear Axe Shaft, Bearing Retum 

Shim, Rear Axle Shaft, Bearing Retainer 


Seal Assy., Rear Axle Shaft Bearing, Oi, Inner 
Shaft, Rear Axe 
Shaft, Rear Axe 
Retainer Assy., Rear Axie Shaft Bearing, 
Oil Seal, Outer 


nm 


C8PN-4179-A 


8N-4187 
2N-4221 
9N-4222 
BB-4222 


8N-4225 


8N-4229-D 
8N-4229-E 
8N-4229-F 


8N-4233-A1 
8N-4235-B 
BN-4235-C 
ABNN-4248-A 


nowen BEF wp yyw 


ASNN-4251-A Seal Assy., Rear Axe Shaft Bearing, Oil, Outer, 
Used W/A8NN-4248-A 

DS5NN-4115-A Seal Assy., Rear Axie Shaft Bearing, Oil, Outer 

8N-4284 Gasket, Rear Axie Shaft 

8N-4290 Gasket, Rear Avie Shafi, Outer Bearing, Oi Seal, 
Used W/8N-4248-B 


BN-4293 Washer, Rear Axle Shaft 
Bolt, Rear Axle, Anchor Plate & Seal to 
Bearing Retainer, 7/16"-20 x 7/8" #5NF 
8N-44068 4 | Bolt, Rear Axle Shaft Bearing, Return to 
Shaft Housing 


Used On & BSN 486753 
Used On & ASN 486752 


No Longer Serviced 
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FIG: 4A2- REAR AXLE SHAFT, HOUSING & RELATED PARTS - 8N 
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FIG. 4A2 - REAR AXLE SHAFT, HOUSING & RELATED PARTS - 8N 


[REF [FN | PARTNUMBER | _FINIS | _YR/SN_| QTY | DESCRIPTION 


Hub & Stud Assy., Rear Wheel, 8N 

Bolt, Fluted Shoulder, Wheel Disc to Brake Drum, 
§/8"-18 x 1.98, 8N 

Brake, Rear Wheel 

Screw, 3/8"-16 x .75 


Shaft, Lower Link Support 
Washer, .813 iD x 1.33 


Washer, Flat, 5/8" 
Nut, Castle, 3/4*-16 


Pin, Cotter, 5/32" x 1.25 


Plug, Expansion, 1.25 
Nut, Hex, 7/16"-20 


~ 
an 


mrMfr NMrr tp nr 


No Longer Serviced 
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FIG.481- DIFFERENTIAL ASSY. W/DRIVE GEAR & PINION - 9N, 2N, 8N 
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FIG. 4B1 - DIFFERENTIAL ASSY. W/DRIVE GEAR & PINION - SN, 2N, 8N 


PARTNUMBER [FINS | YRISN__ [QTY | DESCRIPTION 
* 


Differential Assy., Rear Ave, Aternate W/8N-4201-A, 
QN-4201, Used W/79-4609 
Differential Assy., Rear Axle, Altemate W/9N-4201, 
8N-4201-A, Used W/8N-4609-A 
Case Assy., Differential Gear 


Gear, Rear Axle Drive, Used W/79-4609 

Gear, Rear Axle Drive, Used W/8N-4609-A 

Rivet, Rose Hd., Drive Gear to Gear Case, 7/16" x 1.50" 
or 9N-44125-A Bolt 

Spider, Rear Axle Differential 


Pinion, Rear Axe Differential 
Bott or Screw, Differential Gear Case, Used in 
Gear Case 9N-4204 
Cone & Roller Assy., Rear Axle Differential 
Washer, Thrust, Differential Side Gear 
Washer, Thrust, Differential Pinion, Used W/91T-4215 
, Thrust, Differential Pinion, Used MOCERe 


Gear, Rear Axle, Differential Side 
Pin, Bearing, Rear Axe, Drive Pinion Gear 
Gear Adie Drive Pinion, Used W/79-4210-A 
Gear Assy, " Rear Avie Drive Pinion, Used W/8N-4210-A 
Retainer Noa Rear Axle, Drive Pinion, 
Gear Bearing 
Washer, ines ae 
Bott, Retum & Oil Seal Support to Center Housing, 
9/16"-12x1 25 


Cup, Rear Axle, Drive Pinion, Gear Bearing, 
Front & Rear 
Cone & Roller Assy., Rear Axie, Drive Pinion, 


B2NN-4236-A 
TEAN-4256-A 
79-4609 


8N-4609-B 
BB-4614-B 


aa oh PPrwny on 


Assy., Rear 
Race, Driving Pinion, Pilot 
Fling, Lock, Driving Pinion, Pilot ‘Boaxing 
Nut, Lock, aking 


ON-44215-A 


Pin, Cotter, 18"x1" 
Nut, Slotted, 7/16°-20 


p is BB-4222 
el is BB-4616-B 


No Longer Serviced 
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FiG.4C1- | CENTER HOUSING, ROCKER & RELATED PARTS - 9N, 2N, 8N 
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FIG. 4C1 - 


CENTER HOUSING, ROCKER & RELATED PARTS - SN, 2N, 8N 


per PART NUMBER ANS ROY] DESCRIPTION 


1 8N-486-A a, 1948/52 1 Pin, Hydraulic Lift Yoke, Includes: Decal 8N-902-A, 8N 
1 8N-486-B b, 1948/52 1 Pin, Hydraulic Lift Yoke, 8N 
2 1948/52 2 | Pin, Cotter, Yoke Pin to Rocker Arm, 1/8°x 1-3/8", 8N 
3 NCA-535-A 1939/52 1 Rocker, Hydraulic Lift 
4 * | 9N-567 1939/52 1 Tube, Hydraulic Lift Cylinder Inlet, 
Differential Housing, Oil 

5 NAA-927-C 1939/52 1 Indicator Assy., Hydraulic Lift, Oil Level 

¢, 1939/52 1 Indicator Assy., Hydraulic Lift, Lift, OW Level, ON 
6 1939/52 1 Housing Assy., Rear Axle, Differential Center 
7 1939/52 10 | Nut, Hex, 7/16"-20 
8 1939/52 10 | Bolt, HH, Center Housing to Transmission, 


7/6". 20 x 1.58" 
Plug, Pipe, Extended Hd., Center Housing, 


Drain Plug, 1/2" 
* | 8N-4110 @, 1948/52 1 aay, Hydraulic Lift Rocker, Used W/8N-486-A. 
in, 8 
10 QN-4131 1939/52 1 Gasket, Differential Center Housing, Side Cover 
1 * | ON-4150 1939/52 1 | Trough or Lubrication de Rear Axe, 
Differential Bearing, Oil 
12 1939/52 2 Bin bent Hd., Trough to Housing Wall, 
"xX 
13 : 8N-4194 1948/52 1 | Block, Rear Axle, Drive Gear Thrust, a 


Block, Rear Axle, Drive Gear Thrust, 9N, 2N 


2 | Washer, Lock, 3/8" 
16 1939/52 2 ale Block to LH. Axde Housing, 3/8°-16 x.87° 
17 8N-4602-B 1939/52 1 ing Assy., Transmission to Pinion 
18 9N-4662 1939/52 1 Gasket t Center Housing to Transmission Case 
19 * | ON-7158-C 1939/52 1 | Cover Assy., Center Housing, Side 
20 1939/52 2 | Bolt, HH, Cover to Center Housing, 7/16"-14 x .75° 
20 1939/52 2 Bal, Hi Bake Seor'o overt Canter Haun, 

146x112" 

20 1948/52 2 | Bolt, HH, 8N Running Board to Cover to Center 


Housing, 7/16"-14 x 1", 8N 


7 | Bolt, Hex, 7/16"-14 x 1.50" 

2 1939/52 3 | Bolt, Hex, 7/16"-14 x 2.50" 

23 1999/52 4 | Bolt, Hex, 7/16"-14 x 3.75" 
24 NAA-502-A 1939/52 1 Gasket, Hydraulic Lift Cover 

-) 376425-S36 1939/52 21 | Stud, 7/16°-14 x 20 x 1.86" 

1 | Stud, 7/16%14 x 20x 2.12" 


a- Used On & BSN 237337 
b- Used On & ASN 237336 
Used On & BSN 47508 


No Longer Serviced 
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FIG.4Ci- | CENTER HOUSING, ROCKER & RELATED PARTS - 9N, 2N, 8N 
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FIG.4C1- | CENTER HOUSING, ROCKER & RELATED PARTS - 9N, 2N, 8N 


[REF [FN | PARTNUMBER | FINS | YR/SN [QTY | DESCRIPTION 


Pin Assy., Drawbar Clevis, Use W/8N-802-C, 8N 
Pin, Gear Shift Lever, Used W/8N-804 


Clevis Assy., Drawbar, 8N 
Clevis Assy., Drawbar, 8N 
Washer, Lock, 5/8", 8N 


Bolt, Hex, 5/8"-11 x 1.75, 8N 
Bolt, Hex, 5/8°-11 x 1.38 


- No Longer Serviced 
AR- As Required 
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FIG.5A1- | HYDRAULIC LIFT COVER & RELATED PARTS - 9N, 2N, 8N 
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FIG, 5A1 - HYDRAULIC LIFT COVER & RELATED PARTS - 9N, 2N, 8N 


[REF | FN | PART NUMBER | FINS | YR/SN [OTY | DESCRIPTION 


1939/47 1 eye x pans Lift, W/O Drawbar Contro! Lever 


wo Lever, 8N 
Housing, 7/16"-14 x 2.50", 9N, 2N 
Bolt, HH, Cover to Housing, 7/16"-14 x 1.50° 


Bolt, HH, Cover to Housing, 7/16*-14 x 3.62" 
Bolt, HH, Cover to Housing, 7/16"-14 x 3.62", 8N 
Gasket, Hydraulic Lift Cover 

Lever Assy., Hydraulic Lift Controt 
Washer, Lock, 1/4" 


Bolt, HH, Lever to Friction Plate, 1/4"-20 x 1-1/2” 
Quadrant Assy., Pie ny 2N 
Sengiob a Hydrauli 

Bot, HH, Quadrant to tt Cover TN6-14x1" 


2N-516-A1 Plate, Lift Control, Frictio: 
Optional W/2N-' BIBAD | & ONe 516-B 
2N-516-A2 Plate, Lift Control, Friction, 
Optional WAN-S16-A1 a 2N-516-B 
Plate, Lift Control, 
Optional W/2N- BoA % 2N-516-A2 


Shaft, Hydraulic Lift Control Lever, 8N 

Shaff, Hydraulic Lift ae Lever, 9N, 2N 
Washer, Flat, 3/8", 9 

Pin, Cotter, 3/32" x ao ON, 2N 

Nut, Lock, Shaft to Lever & Friction Plate, 

7/16"-20, 9N, 2N, 8N 


Washer, Flat, 7/16", 9N, 2N, 8N 

Washer, Flat, 5/8", 9N, 2N, 8N 

Key, Woodruff, 5/32° x 5/8", SN, 2N 

Pin, Cotter, 1/8" x 1", 9N, 2N 

Nut, HH, Shaft to Control Valve Lever, 3/8"-24, 8N 


Disc, Lift Cover, Friction 

Retainer, Lift Contro!, Lower 

Bolt, Retainer to Quadant § 5/16*-18 x 3/8" 
Sto Lever 


J 
Washer, Flat, 1/4" 


Gat to Control Lever Retum, 
Washer, Control Lever to Shatt Spring 
Seat, Lift Dratt Control Spring Adjuster 
Piate, Hydraulic Lift Cover 


8N-501 


NOD 


354288-S8 
NAA-502-A 
NCA-512-A 


9N-515-A3 
8N-515 


Boanw Masai k 


BBN 8 REVBR 


* 
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FIG. 5A1 - HYDRAULIC LIFT COVER & RELATED PARTS - SN, 2N, 8N 


[REF [FN | PARTNUMBER | FINS J YRISN__J QTY ] DESCRIPTION 


Bolt, HH, Plate to Cover, 7/16"-14 x 1.12° 
Felt, Hydrautic Lift, Draft , Spri 
Gasket, Quadrant to Lift Cover 

Plunger, Hydraulic Lift Draft Control 
Yoke, Control Spring, Use W/8N-541-B 


Pin, Cotter, 5/32" x 1" 

Spring, Lift, Draft Controt 

Support, Lift, Draft Control, Spring Seat 
Handle, Hydraulic Lift, Draw Bar Control, 8N 
Rivet, Handle, Shaft to Arm, 3/16" x 1", 8N 


Drawbar, Control Arm, Mesh, 8N 
Nut, Lock, Hex, 7/16"-20 


828 SSSSR Senses 
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FIG:5B1- | HYDRAULIC UFT SHAFT & RELATED PARTS - 9N, 2N, 8N 
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FIG. 5B1 - HYDRAULIC LIFT SHAFT & RELATED PARTS - SN, 2N, 8N 


[REF [FN | PART NUMBER FINIS DESCRIPTION 


1939/47 Fork Assy., Hydraulic Lift, Hand Control, 9N, 2N 
Pin, Cotter, 1/16" x 1/2", 9N, 2N 

* | 352547-S Pn, Crevis, Top Fork to Bottom Fork, 1/4"x1", ON, 2N 
Pin, Cotter, 1/16" x 1/2", 8N 

Pin, Cotter, Arm to Link, 1/16" x 1/2", 8N 


Lever Assy., Hydraulic Lift, Hand Control, 8N 
Pin, Dowel, Used as Stop Lever, 3/8" x 1-3/4", 8N 
Pin, Clevis, Lever to Control Valve Link, 
3/16" x 3/4", 8N 

Washer, Flat, 3/8" 


Pin, Cotter, 3/32" x 1° 

Nut, Hex, Slotted, Lever to Lever Shaft, 3/8"-24 
Cylinder, Hydraulic Lift 

Nut, Hex, 7/16"-20 


ac) pa Hd., Cylinder to Lift Cover, 

Bolt, Square Mie Cylinder to Litt Cover, 
7/16"-20 x 5" 

Rod, Hydraulic Lift, Connecting 


Pin, Cotter, 1/8" x 1/2" 

Pin, ear eae Rod to Ram Arm, 
5/16" x2 a3 

Piston, Lift, 3 Ring, Replaces 9N-530-B 

Piston, ingle sep 


Bushing, Hydraulic Lift Shaft 
Spring, Draft Control, 9N, 2N 
Spring, Draft Control, 8N 

Fork, inkhsy. drake Maga oval 2N 


Oonen ao oo aw nmr moo 


= 
o 


Control, Connecting, 8N 


Pin, Cotter, 1/8" x 5/8" 

Pin, Clevis, Fork to Fork, 3/8° x 1.25°, ON, 2N 
Pin, Clevis, Fork to Plunger, 3/8" x 1.44" 
Arm, Hydraulic Lift Shaft 

Shaft, ee. Lift 


aft, Lockwasher Special 
Bott, HH, Washer to Shaft, 7/16"-20 x 1-1/16" 
Washer, Arm to Shaft 
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FiG.5B1- | HYDRAULIC LIFT SHAFT & RELATED PARTS - SN, 2N, 8N 
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FIG. 5B1 - HYDRAULIC LIFT SHAFT & RELATED PARTS - 9N, 2N, 8N 


REF [FN [PARTNUMBER | FINS |_YRISN__[ QTY | DESCRIPTION 


9N-552 ein roe to Center Housing Cover, 
9N-553 Gasket, ee Lift, 4.12" in Length 
Spacer, Hydraulic Lift, Ram Arm to Bushing, 8N 
NCA-671-A Bolt, Hydraulic Lift Arm, Mounting, 

Used W/NCA-544-B Only 


NAA-533-A (Gt, Hydraulic Lift, Piston Ring, Used W/NAA-530-B 
9N-675 Kit, ka, Fino, for 1 Ring Piston, 9N, 2N, 8N 
8N-680 Am Assy., Drawbar Control, 8N 

374027-S Pin, Dowel, 5/16" x 7/8", Used on Arm Assy., 8N 
Pin, Dowel, 3/16" x 1-9/8", Used on Arm Assy., 8N 
Washer, Flat, 5/8" 


Rod, Hydraulic Litt Position, 8N 
Nut, Lock, Rod to Arm neh 3/8°-24, 8N 
Spring, Drawbar bial 
Cam, Drawbar Control, 81 
Pin, bee connlenien: 1/4" x 1-3/16", 8N 


Plate, Drawbar, a 8N 

Link, Drawbar Control, 8N 

Pin, Clevis, Link to Arm, 1/4” x 1-5/16", 8N 
Bushing, Draft Control, 8N 

Swivel, Draft Contro! 

Washer, Flat, 5/16" 

Nut, Hex, Lock, 5/16"-24 


Am Assy., Drawbar Control, 8N 

Pin, 1/4" x 5/8", Used in Arm Assy., 8N 

Washer, Flat, 1/4", 8N 

NAA-473-A Ring, Hydraulic Lift, Piston Seal Backup, 
Used W/NAA-530-B 


*- No Longer Serviced 
AR- As Required 
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FIG.5C1- HYDRAULIC LIFT LINKS & RELATED PARTS - SN, 2N, 8N 


3N, NAN 


BEFORE 
SERIAL 237,337 
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FIG. 5C1 - HYDRAULIC LIFT LINKS & RELATED PARTS - SN, 2N, 8N 


REF | FN | PART NUMBER | FINS | YR/SN [QTY DESCRIPTION 
1 . | 8N-486-A a, 1948/52 1 Pin, Hydraulic Lift Yoke, 8N 
includes: Decal 8N-902-A 

8N-486-B b, 1948/52 1 Pin, Hydraulic Litt Yoke, 8N 

948/52 2 Pin, Cotter, Yoke Pin to Rocker Arm, 1/8" x 1-3/8", 8N 
8N-494 1 Chain Assy., Center Housing to Yoke, Pin Hd., ‘BN 
8N-497 1 Chain Assy., Center Housing to Yoke, Pin Hd., 8N 
9N-505 Eye & Chain Assy., Upper Link Pin, Front 
9N-508-B Anchor, Hydraulic Lift, Upper Link & Linch Pin 
Chain W/Old Upper Link 
NCA-535-A Rocker, Hydraulic ety ON, 2N, 8N 


Pin, Cotter, 5/32” x 
PBF-40136 Pin, Clevis, car 10 Yoke, 9/4* x 3,14 


9N-555-B Link Assy., Hydraulic Lower Lift 

957E-560 Pin, Drawbar, Upper Link 

Stud, Screw, Plate & Gasket to Housing, 
7/16" - 14-20 x 1.75", SN, 2N 

NCA-563-C Shaft, Lower Link Support, 8N 


Pin, Cotter, 1/8"x 1", 8N 
Washer, Flat, 5/8", 8N 
Castle, Shaft to R.H. & LH., Rear Axe Housing, 
5/8"-18, 8N 
351505-S8 Washer, Flat, 5/8", 8N 


=—oOocm NO ORwrn 


o 


55757-S7 Nut, Lock, Shaft to Lower Links, 5/8"-18, 8N 


9N-573-B Chain, Link Pin & Linch Pin 

9N-588 Chain nate OP epee Link pin, Rear Used Only 
2N-608 } Linch Pin & Locking Ring Assy. 

2N-666-B Link Assy., Hycrau Lit Gontol, Upper Halves 
356420-S8 Washer, Flat, .45° ID x 1" OD x .18° 


Nut, Hex, 7/16"-20 
355729-S8 Bolt, Carriage, Attach Halves Together, 
7/16"-20 x 1.62" 
F-251006 Drawbar, Used W/9N-5374 & 9N-5375, Replaces 9N-5182-A 
NCA-5370-A Chain Assy., Drawbar Safety, Used W/9N-5182, 
9N-5374 & 9N-5375 


CSNN-C831-A Stay, Drawer, Upp. Used WIF-251006, Replaces 9N-5374 
CSNN-C832-A Stay, Drawber, Lower, Used WIF-251006, Replaces 9N-5375 
351428-S8 Washer, Fiat, THe" 

Nut, Hex, 7/16°-20 

Bolt, Upper to Lower Stays, 7/16"-20 x 1.12” 
CONN-808-A Decal, Drawbar Instrument 


Used On & BSN 237337 
Used On & ASN 237336 


No Longer Serviced 
AR- As Required 
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FIG.5D1-  —_ LEVELING BOX ASSY. & RELATED PARTS - SN, 2N, 8N 


? 
18 


ao A 
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FIG, 5D1 - LEVELING BOX ASSY. & RELATED PARTS - SN, 2N, 8N 


PART NUMBER FINIS DESCRIPTION 
ey Assy., Phileas Lift, Leveling, LH. 


Assy., Hydraulic 
Eootag Assy., Hydraulic Lift, Leveling Gear, 
Replaces 9N-554 
Box, Hydraulic Lift, Leveling Gear 


Piug, Expansion, 1-3/4" 
Fitting, Lube, Si 
Knucke, Hydraulic Lift, Leveling Box to Lift Am 
Knuckle, Hydraulic Lift, Rod to Lift Arm 
BONN-568-A mat a Lift, Leveling Lever, 
INCA-S79-B When Used W/SN-569 in QN, 2N, & 8 


305066-S2 Pin, Roll, Gear to Lever, 3/16" x 1/8" 
NCA-579-B Gear, Leveling, Hydraulic Lift, Used W/8N-568 

When Used W/8N-569 in 9N, 2N & 8N 
9N-594 Lever, Hydraulic Lift Leveling 


9N-595 Pin, Hydraulic Lift Fork Leveling, Leveling 
Box to Lift Arm, .620" x 3.37" 
9N-595 Pin, Hydraulic Lift Fork, Leveling, Rod to 
Lift Arm, .620" x 3.37" 
: Pin, Cotter, Pin to Knuckle, 1/8" x 1" 
ECON-585-A Fork, Hydraulic Lif, Leveling Rod, R.H., 
Replaces QN-585-A 


aOnNNOo os aon 


CBPN-598-A Kit, Chain & Clevis, Drawbar Link Chain 
Includes: Chain & 
FP-165 Kit, Clevis, Replaces APN-582-A 
Includes: Clevis & 
Pin, Cotter, 1/8" x 5/8" 
354493-S8 Pin, Clevis to E or Bolts & to Chain Anchor 
or sieean 16" X 1.18" 


9576-596 Anchor, Drawbar Link Check Chain, R.H., 
Replaces NCA-596-B 
957E-597 Anchor, Drawbar Link Check Chain, LH., 
Replaces NCA-597-B 
Washer, Lock, 7/16” 


Bott, HH, Anchor to Center Housing, 7/16°-14 x 1.50" 
ECON-660-A ginny Check Chain, Used 'W/34451-S7 Nut, 
NCB-660-A 
55700-S7 ‘ Nut, gives 9/16"-18 
951090-ES36 Nut, Lock, 7/16°-20 


(1)- R/B MULTIBLES: 
ECON-585-A FORK 
957-673 ROD ASSY. 


No Longer Serviced 
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FIG.6B1- | ENGINE ASSY. (OUTSIDE) - 9N, 2N, 8N 


FIG. 6B1 - ENGINE ASSY. (OUTSIDE) - 9N, 2N, 8N 
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Laue PARTNUMBER | FINIS | YRISN | TY | DESCRIPTION 


1 
1 


2 
2 


QN-6017_ a, 1939/52 
8N-6017-B b, 1948/52 


1939/52 


8N-6018 
9N-6019-B 
8N-6019-B 


APN-6150-A 
Used On & BSN 263844 
Used On & ASN 263843 
Used On & BSN 247571 


As Required 


1 
1 


3 
3 


all aka Gear, Side, 9N, 2N, 8N 
Cover, Cylinder, Ti 1g Gear, Side, Used W) WISN-6019-8 


& 8N-6020-C ar te. 
Screw & Lockwasher Peon nee Side Cover, 
HH, 3/6*-16 x 1-3/8" 
Bolt, HH, Cylinder Front Cover to Cylinder Side 
Cover, 3/8"-16 x 1-1/8" 


Gasket, Cylinder, Timing Gear, Side 
Cover, Cylinder Front, Front, 9N, 2N, 8N 
Front, Front, Aluminum Alloy, 8N 
Washer, Lock, 3/8" 


Bolt, HH, Cylinder Front Cover to Engine, 
Bal, HH, Gylnder Front Gover o Eng 
, HH, Cylinder Front Cover to Engine, 
3/8"-16 x 1-3/16" 


Gasket, Front Cover, .009/.011", 9N, 2N, 8N 
Gasket, Front Cover, .009".011", 8N 

Pin, Timing 

Head, Cylinder 

Gasket, Cylinder Hd. 


Kit, Sleeve, Piston & Ring 
Includes: 


Sleeve, Cylinder Block 
Piston, Pin & Retainer Set, Standard 


Piston, Pin & Retainer Set, Standard 
Piston, Pin & Retainer Set, Standard 
Piston, Pin & Retainer Set, Standard 
Piston, Pin & Retainer Set, Standard 


ae hei Piston & Ring, Rough Sleeve 


rhioeng Cylinder Block 
Piston, Pin & Retainer Set, Standard 


Piston, Pin & Retainer Set, Standard 
Piston, Pin & Retainer Set, Standard 
Piston, Pin & Retainer Set, Standard 
Piston, Pin & Retainer Set, Standard 


gyri Piston & Ring, Finished Sleeve, SN, 2N, 6N 
Includes: 

Sleeve, Cylinder Block, Finished Sleeve 
Piston 


Piston 
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FIG.6B1- | ENGINE ASSY. (OUTSIDE) - 9N, 2N, 8N 
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FIG. 6Bt - ENGINE ASSY. (OUTSIDE) - 9N, 2N, 8N 


3 


PARTNUMBER | _FINIS” ]_YR/SN [QTY] DESCRIPTION 
APN-6055-E c bs Bere Piston & Ring, Thin Sleeve, ON, 2N, 8N 
Ss! 
CONN-6055-B Piston 
8N-6108-A Piston 
APN-6150-A Piston 
APN-6055-D eae! , Piston & Ring, Finished Sleeve, SN, 2N, 8N 
a Cylinder Block, Finished Sleeve 
pen 
Kit, Sleeve, Piston & Ring, Thin Sleeve, 9N, 2N, 8N 
Includes: 
Piston 
Piston 
Piston 
Sleeve, Cylinder Block, Thin Sleeve, 3.269 OD 
Sleeve, Cyfi Finished Sleeve, 3.3689 OD 
Sleeve, Cylinder Block, 3.3667 OD 
Insert, — Seat, intake 
ay Seat, 


ooo 
L 


ae 


0 
0 
0 
0 
0A 
1 


= 


Sean cg Pin, 8N 


Pin Cover to 
SL, Geen 
Seal, Camshaft 


Cam: Rear Bearing 
Slinger, Crankshaft Oil 


Ratchet stan , Crankshaft 


Retainer, Rear Bearing, Oil Seal 
Bolt, Main Bearing Cap 
Bolt, Main 


Cover, Valve Chamber 
Gasket, Valve Chamber 
Washer, Flat, 5/16" 
Nut, Hex, 5/16"-18 
ee 5/16" - 18-24x3 
ing, Oil Relief Valve 

ut a Oil Relief Gave 

Nut, Oil Relief Vaive 


Haan NYMAR sysss a4 a4 Fepee sen pea 5 rows z bap B 


Used On & ASN 263843 
Used On & ASN 263843 


No Longer Serviced 
AR- As Required 
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FIG.6B1- | ENGINE ASSY. (OUTSIDE) - SN, 2N, 8N 
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FIG. 6B1 - ENGINE ASSY. (OUTSIDE) - 9N, 2N, 8N 


PART NUMBER [FINS | YRISN [QTY | DESCRIPTION 


6669 1939/52 1 Gasket, Oil Relief Valve Nut 
is 1939/52 1 Pan Assy. “hi Oil 


8N-6700 


8N-6701 Crankshaft, Seal or Packing, W/10" Single Clutch, 
‘a Upper lige Green wee 
-6702 or Packing, Single Clutch, 
Lower ig Dh Red 
Seal or Packing, W/10" Single Clutch, 


Front, 
Gasket ‘Ol Pan, RH. 


Gao Oil eon koa aes 
n i) Pan Drain 
Bader Oe Oil Pan, Drain Plug 
Pi ey re 
ipe i 
"pt Filer & Breather 


Kit, Oil on Gasket 
includ 


& Oil Filler Cap, Filtering Elements 
Tube, Oil Level Indicator 
Gack, rien Filler Cap 

, Cylinder Block Drain 
Manoa: intake & Exhaust 


Washer, Lock, 7/16" 

Nut, Hex, 7/16"- 20 

Stud, Block to Intake Manifold, 7/16" - 14-20 x 1.5/8" 

Gasket, Intake & 

Plug, ‘Cyinder Block Expansion, 1-3/16" 

Blac Aaay., mat Hy ll Use Oil Pump Gears & 

Pia " pe tne, 1/8" Used to Plug Oil Line, 
font 


Elbow, Oil Gauge to Block, 8N 
Bracket, Generator Mounting, 8N 


Washer, Lock, 7/16" 
Nut, Hex, 76. -20 
dd, Bracket Lari Block, 
76" - 14-20 x 


1.25, 
Screw, Pan Hd., 5/16"-18 x 5/16", 8N 
Bott, HH, 3/8"-16 x 1.38, 8N 


1 
j 
1 
1 
1 
1 
1 
AR 
1 
1 
1 
1 


85 & 


23 889 SR £ BS BV28ss 


Used On & ASN 263843 
- No Longer Serviced 
AR- As Required 
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FIG. 6B1A- ENGINE OVERHAUL KITS - 9N, 2N, 8N 


PARTNUMBER | FINS | YASN [QTY] DESCRIPTION 


d, 1950/52 | AR a ee Overhaul, Major, Thick Sleeves, 8N 
includes: 

Kit, Sleeve, Piston & Ring 

Kit, Overhaul Gasket 

Bushing, Connector Rod, .729 1D 

Vaive, ust 

Bushing, Valve Guide 


Retainer, Valve Guide Bushing 
Spring, Valve 

Seal, Valve Stem 

Gear & Shaft Assy., Oil Pump Drive 
Gear, Oil Pump, Driven 

Bushing, Oil Pump Body 


Gear, Oil Pump Drive 

Kit, Oil Fitter 

Kit, Distributor Point 

Condenser Assy., Distributor 
_ Plug, Spark 


Kit, Engine Overhaul, Major, Thick Sleeves, 
Matched Piston, 8N 
Includes: 
Kit, Sleeve, Piston & Ring, Matched Set 
Kit, Gasket Overhaul 
Bushing, Connector Rod, .729 ID 
alve, ust 


+44 ROOM wari 


9N-6612-A 


8N-6614 
APN-6731-B 
D8NN-12171-AA 
FET-12300-A 


Bo aaanaa 


Bushing, Valve Guide 
Song. Stay Guide Bushing 
ing, Val 
Seal, Vaive Stem 
Gear & Shaft Assy., Oil Pump Drive 
Gear, Oi! Pump Driven 
Bushing, Oil Pump Body 


Gear, Oil Pump Drive 

Kit, Oil Filter 

Kit, Distributor Point 
Condenser Assy., Distributor 
Plug, Spark 


1 
1 
4 
4 
8 
8 
8 
4 
1 
1 
1 


D8NN-12171-AA 
FET-12300-A 
AL-7-C 
d- Used On & ASN 247570 
*- No Longer Serviced 


AR- As Required 


boas 
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FIG.6B1A- | ENGINE OVERHAUL KITS - QN, 2N, 8N 


[REF [FN | PARTNUMBER [| FINIS | YRISN_ [QTY | DESCRIPTION 


* | APN-6002-FA c, 1950/52 AR } Kit, Engine Overhaul, Major, Semi-Finished 
Sleeves, 9N, 2N, 8N 

Includes: 

APN-6055-A 1 Kit, Sleeve, Piston & Ring 

8N-6008 Kit, Gasket Overhaul 


21A-6207-B3 Bushing, Connector Rod, .729 ID 
8N-€505-C Valve, Exhaust 

8BA-6507-A Valve, Intake 

8BA-6510-B Bushing, Valve Guide 

40-6512 Retainer, Valve Guide Bushing 
8N-6513 


8BA-6571 

52-6610-B 
9N-6612-A 
§2-6614-B 


APN-6731-B 
AONN-12107-A 
AONN-12300-A 
AL-7-C 


APN-6002-GA 


_ 


Spring, Valve 

Seal, Valve Stem 

Gear, Oil Pump, Driven 
Bushing, Oil Pump Body 
Gear, Oi! Pump Drive 


Kit, Oil Filter 

Kit, Distributor: Point 
Condenser Assy., Distributor 
Piug, Spark 


Kit, Engine Overhaul, Major, Matched Piston & 
Sleeves, 9N, 2N, 
Includes: 
Kit, Sleeve, Piston & Ring 
Kit, Overhaul Gasket 


Bushing, Connecting Rod, .729 1D 
Vaive, Exhaust 


Bushing, Valve Guide 
Retainer, Valve Guide 
Spring, Valve 


Seal, Valve Stem 

Gear & Shaft Assy., Oil Pump Drive 
Gear, Oil Pump, Driven 

one Oit Pump Body 

Gear, Oil Pump Drive * 


Kit, Oil Fitter 

Kit, Distributor Point 
Condenser Assy., Distributor 
Plug, Spark 


“~s ho oonnanr 


Bo aaa 


“ae 


APN-6055-D 
8N-6008 


24A-6207-B3 


8N-€6505-C 
8BA-6510-B 
40-6512 
8N-6513 


8BA-6571 

9N-6608-A 
52-6610-B 
9N-6612-A 
52-6614-B 


APN-6731-8 
AONN-12107-A 
AONN-12300-A 
AL-7-C 
Used On & BSN 247571 
No Longer Serviced 


AR- As Required 


aa wh HoOoah 


Pose 
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FIG.6B1A- | ENGINE OVERHAUL KITS - SN, 2N, 8N 


PREF [FN [PARTNUMBER | FINS | YRISN [QTY | DESCRIPTION 
APN-6002-HA ¢ AR | Kit, Engine Overhaul, Major, Thin Sieeves, QN, 2N, BN 


includes: 
APN-6055-E Kit, Sleeve, Piston & Ring 
8N-6008 Kit, Gasket Overhe 
21A-6207-B3 Bushing, Connecting Rod, .729 iD 


Valve, Exhaust 
Bushing, Valve Guide 
Retainer, Valve Guide 


Spring, Valve 
Seal Valve Stem 


Gear & Shaft ., Oil Pump Drive 
Gear, Oil oping hee : 
Bushing, Oil Pump, Body 

Gear, Oit Pump Drive 


Kit, Oil Fitter 

Kit, Distributor Point 
Condenser Assy., Distributor 
Plug, Spark 


Kit, Engine Overhaul Gasket 
Includes: 
Gaski 


8N-6505-C 
8BA-6510-B 
40-6512 
8N-6513 
8BA-6571 


9N-6608-A 
52-6610-B 
9N-6612-A 
§2-6614-B 


APN-6731-B 
AONN-12107-A 
AONN-12300-A 


Short 

Plug, Cylinder Block ion, 1-3/16" 

Engee e- inder & Crankshaft, 
rt Block, SN, 2N, 8N 


1 
1 
4 
4 
8 
8 
8 
4 
1 
1 
1 
1 
1 
1 
1 
4 
AR 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
2 
1 
1 
1 
4 
i 


Used On & BSN 263844 
Used On & BSN 247571 
Used On & BSN 263843 
No Longer Serviced 


AR- As Required 
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FIG.6C1- ENGINE ASSY. (INSIDE) - 9N, 2N, 8N 
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FIG. 6C1 - ENGINE ASSY. (INSIDE) - 9N, 2N, 8N 


[REF [FN | PARTNUMBER | FINS | YRISN [QTY | DESCRIPTION 


t * | 8N-6011-C a, 1948/52 oh a Block & Crankshaft, 
rt Bi 
* | 8N-6011-D , Engine ae "Syinder Block & Crankshaft, 
Short Block, 9N, 2N, 8N 


8N-6108-B 939/52 Piston, Pin & Retainer Set, Standard 
8N-6108-D Piston, Pin & Retainer Set, .020° O/S 
8N-6108-E Piston, Pin & Retainer Set, 030° O/S 
8N-6108-F Piston, Pin & Retainer Set, .040" O/S 
19A-6135 Pin, Piston, Used W/Aluminum Piston Only 
99A-6135 Pin, Piston, Used W/Steel Piston Only 
78-6140 Retainer, Piston Pin 


EBPN-6149-A Kit, Piston Ring, Used W/Steel Piston Only 
8N-6149-B Kit, Piston Ring, Used W/Aluminum Piston & 
Steel Sleeves 

EBPN-6149-B Kit, Piston Ring, .020° O/S 

EBPN-6149-C Kit, Piston Ring, .030" O/S 


EBPN-6149-D Kit, Piston Ring, 040° O/S 
8N-6149-G Kit, Piston Ring, Standard, Chrome 
8N-6149-H Kit, Piston Ring, 030° o/s 
APN-6149-F Kit, Piston Ring, .020" O/S, Chrome 
Kit, Piston Ring, 040" O/S, Chrome 


Rod, Connecting 

Bushini , Connecting Rod, .729° ID 
Liner, Connecting Rod Bearing, Standard 
Liner, Connecting Rod Bearing, .001" O/S 
Liner, Connecting Rod Bearing, .002" O/S 
Liner, Connecting Rod Bearing, .005° O/S 


Liner, Connecting Red Bearing, .010° O/S 
Liner, Connecting Rod Bearing, .012” O/S 
Liner, Connecting Rod Bearing, .020° O/S 
Liner, Connecting Rod Bearing, .007° O/S 
Liner, Connecting Rod Bearing, .030" O/S 
Liner, Connecting Rod Bearing, .040" O/S 


Nut, Connecting Rod, 3/8"-24 
Camshaft, For Bolt & Gear, 9N, 2N, 8N 
Camshaft 

Gear, Distributor Drive 


Gear Assy., Camshaft, Used W/9N-6250-A, 9N 
Gear Assy., Camshaft 

Gear Assy., Camshaft, .006" O/S 

Gear Assy., Camshaft, 012° O/S 


re ae ers 


2 
2 
2 
2 
3 
3 
4 
5 
§ 
5 
5 
§ 
5 
5 
5 
5 
6 
7 
8 
8 
8 
8 
8 
8 
8 
8 
8 
8 
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a te 


* 


Used On & BSN 263843 
Used On & BSN 263844 
Used On & ASN 263843 


No Longer Serviced 
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FIG.6C1- | ENGINE ASSY. (INSIDE) - 9N, 2N, 8N 
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FIG. 6C1 - ENGINE ASSY. (INSIDE) - SN, 2N, 8N 


JREF_ [FN | PARTNUMBER | FINS | _YR/SN [QTY | DESCRIPTION 


1939/52 Bolt, HH, Gear to Conehat, 5/16"-24 x .61" 
1939/52 Ring, Camshaft Gear, Locking 

b, 1939/52 Spring, Car Camshaft Thrust ON, 2N, 8N 
1939/52 


ee 


Gear, Crankshaft 

Key, Woodruff, Gear to Crankshaft, 1/4" x 1-1/8" 
Cap, Crankshatt Bearing, Rear 

Cap, Crankshaft Bearing, Center 


Liner, Bearing, Center Main, Standard 
Line, Bearing, Center Main, .001" U/S 
Liner, Bearing, Center Main, 002" U/S 
Liner, Bearing, Center Main, .005" U/S 
Liner, Bearing, Center Main; .010" U/S 


Liner, Bearing, Center Main, .012" U/S 
Liner, Bearing, Center Main, .020° U/S 
Liner, Bearing, Center Main, .007" U/S 
Liner, Bearing, Center Main, .030° U/S 
Liner, Bearing, Center Main, .040" U/S 


Liner Bearing, Font & Rear Main 040" US 
iner, Bearing, Fro Main, 

Liner, Beariny 4 Front & Rear Main, Standard 
Liner, Bearing, Front & on Main, 001 U/S 
Liner, Bearing, Front & Rear Main, 002° U/S 


Liner’ fe pc eo i: 020° U/S 


Eywhea 
one eg 
Goss Fi h Searing 
in, 
Tappet or pe Vane. ae Adjustable 


va, ee veed rayniasy an SN, 2N, 8N 
WBA B 


10- 
W/8BA-€510-B, 8N 
vaNe, are ha ea BBA SSO. 8N 


Bushing, Valve Guide, 8N 
Retainer, Valve Guide, Bushing 
Spring, Valve 

8N-6513 Spring, Valve, 8N 


8N-6505-A to replace 9N-6505-A - units BSN 421621, also use SBA 6510-B, 8N-6513, 
waste 6518 & B 1 in Engine Sets 


Used On & BSN 263844 
Used On & BSN 42162 

Used On & ASN 42161 

Used On & BSN 42162 

No Longer Serviced 


1 
1 
1 
1 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
4 
4 
4 
4 
4 
4 
4 
4 
4 
1 
6 
1 
2 
8 
4 
4 
4 
4 
8 
8 
8 
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FIG.6C1- ENGINE ASSY. (INSIDE) - 9N, 2N, 8N 
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FIG. 6C1 - ENGINE ASSY. (INSIDE) - 9N, 2N, 8N 


[REF [FN | PART NUMBER L FINS | YR/SN | QTY | DESCRIPTION 


Retainer, Valve Spring, Used W/2NC-6513, 9N, 2N, 8N 
Retainer, Valve Spring, Exhaust, 8N 

Retainer, Valve Spring, Intake, 8N 

Lock, Valve, Spring Retainer, 8N 

Key, Valve, Spring Retainer, 8N 

Key, Valve, Spring Retainer, 8N 


Pin, Dowel 
Kit, Valve & Tappet, Free Type 
Includes: 


8RT-6514-B 


= 
DDO O 


Seal, Valve Stem or Guide, intake Bushing, 8N 
Body Assy., Oil Pump, 9N, 2N, 8N 
Body Assy., Oil Pump, 8N 
& Shaft Assy., Oil Pump Drive, 
Used W/9N-6603, ON, 2N, 8N 
Gear & Shaft Assy., Oil Pump Drive, 8N 
Gear & Shaft Assy., Oil Pump Drive Gear, 8N 


Gear, Oi! Pump, Driven, 9N, 2N, 8N 

Gear, Oil Pump, Driven, 8N 

relat Oil Pump, Body 

Gear, Oil Pump, Drive, 9N, 2N, 8N 

Gear, Oil Pump, Drive, Used W/8N-6603, 8N 


Screen & Cover & Inlet Tube Assy., Oil Pump, 
Oil inlet, Used W/8N-6603, 9N, 2N, 8N 
Bolt, HH, Oil Pump Cover, 1/4°-20 x 5/8" 
Gasket, Oil Pump Cover 
Bearing, Clutch Pilot 
. Retainer, Flywheel Dowel 


Used On & ASN 42161 
Used On & ASN 42162 


=-24hR Boob pn PAOD a= 


ae 


36 
37 
37 
38 
38 
38 
39 
39 
40 
41 
4 


SERE & 


Used On & ASN 247570 
No Longer Serviced 
AR- As Required 
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FIG.6D1- MUFFLER ASSY. & RELATED PARTS - 9N, 2N, 8N 
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FIG. 6D1 - MUFFLER ASSY. & RELATED PARTS - 9N, 2N, 8N 


[REF [FN | PART NUMBER FINIS | YRISN [Qty] DESCRIPTION 


Muffler Assy. 

Muffler Assy., 9NAN,2NAN,BNAN 

Kit, Mutfier, Intake Pipe, Clamp 
Includes: 


Clamp 
Washer, Lock, 5/16" 


Nut, Brass, 5/16°-18 

Bolt, Inlet Pipe to Clamp, 5/16"-18 x 1-5/8" 
Pipe, Muffler Outlet 
Bracket, Muffier, Outiet Pipe 
Nut, Hex, 5/16"-18 


—~-hwN on Nw 


Balt, Round Hd. Carriage, Outlet Pipe to Bracket, 
5/16"-18 x 1-1/8" 

Washer, Lock, 7/16" 

Nut, Hex’ PLH, & Muller Clamp to Center Housing, 7/1620 


No Longer Serviced 
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FIG.6E1- OIL FILTER, OIL GAUGE & RELATED PARTS - ON, 2N, 8N 
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FIG. GE1 - OIL FILTER, OIL GAUGE & RELATED PARTS - ON, 2N, 8N 


TREF [FN | PART NUMBER FINS | YRSN [QTY] DESCRIPTION 


1 * | ON-6714 Filter Assy., Oil 
2 Washer, Lock, 3/8" 
3 Bolt, Oil Filter Bracket to Cylinder Hd., 
3/8"-16 x .75 
Elbow, Taper Pipe Thread, 1/4” 


Tube Assy., Filter to Block Outlet, SN, 2N 
8N-6722 Elbow, Olt Gauge, Tube to Block, 8N 
APN-6731-B Kit, Oil Fitter 

Includes: 
NSS Element, E7NN-6744-BA 


QN-6885 Gasket 

9N-6737 Cover, Oil Fitter 

014-6741 Screw, Oil Fitter Cover 
Gasket, Oil Filter Element 

01A-6749 Gasket, Oil Filter Cover 


FAD-9273-A Indicator Assy., Oil Pressure, 9N, 2N, 8N 
Washer, Lock, #10, 9N, nS 8N 
Nut, Hex, #10-32, ON, 2N, 8N 
Connector, intemal Pipe Thread, 1/4", ON, 2N, 8N 
2N-18666 Tube Assy., Oil Filter to Govermor 
8N-18666 Tube Assy., Oil Filter to Governor, 8N 


87971-S Connector, Thread, Tube to Oil Fitter, 1/8" x 7/16*-24 
Tube Assy., Oil Fitter Inlet, 9N, 2N 

8N-18687-A Tube Assy., Oil Filter inlet, 8N 

8N-18667-B Tube Assy., Oil Filter inlet, 8N 

9N-18678 Nut, Oil Gauge Tube, 9N, 2N 

8N-18676-B Tube, Oil Pressure Indicator, 8N 

9N-66735 Spacer, Oil Fitter Cartridge 


Used On & BSN 263844 
Used On & ASN 263843 


No Longer Serviced 
NSS - Not Serviced Separately 
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FIG. 6F1 - MANIFOLD ASSY., KEROSENE TYPE - ON, 2N, 8N 


[REF [FN | PARTNUMBER FINS | YRISN [QTY ] DESCRIPTION 


a, 1950/52 1 Manifold Assy., intake & Exhaust, 8N 
Washer, Lock, 7/16" 
Nut, Hex, 7/16'-20 
Stud, Maniiodd ee 14-20 1.62", ON, 2N, BN 
Washer, Lock, 1 


Nut, Hex, 1/2*-20 
Stud, Vapor Chamber, Cover to Manifold, 
1/2" - 13-20 x 1.68", ON, 2N, 8N 
ifqid Heat Control Plate, 8N 


Plate, Exhaust Manifold Heat Control, 8N 
Bushing, Exhaust Control Valve 


Cover, Exhaust Manifold Heat Control 
Washer, Lock, 5/16" 
Nut, Hex, Brass, 5/16"-24 
Stud, Heat Heat Control Cover, 5/16" - 18-24 x 1-316" 
Handle, Exhaust Manifold Heat Control, 

Used W/8NAN-9410 


Nut, Heat Control Handle, Set Screw, 5/16"-18 
ae Kspegel fold Heat Control Handle to Shafi, 
Gasket, Exhaust rt ad Heat Control, 

Used in 8NAN-94 
Screw, Exhaust Cormal Valve Handle Set 


G2 ND NEewMwo 


- No Longer Serviced 
(1)- Not Necessary to Repair. Remove Plate, Shaft & Handle & Plug Holes in Manifold. 
a- Used On & ASN 277554 
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FiG.6G1- | GOVERNOR & RELATED PARTS - SN, 2N, 8N 


[REF | FN | PART NUMBER FINIS DESCRIPTION 


1 9N-6022 1939/52 1 Gasket, eile Housing, Govemor to Timing 
id 


CAPN-12502-A AR | Kit, Governor Repair, W/O Prootmeter, 9N, 2N, 8N 

CAPN-12502-B 1939/52 AR ae beable Repair, W/Proofmeter, 8N 
Includes: 

9N-18186-B 1 Race Assy., Lower 

QN-18188-B 1 Race Assy., Upper 


$s 4 Ball 

QN-18187-A 1 Shaft 

9N-18241 1 Shim 
2 QN-18179-A 1939/52 1 Shaft & Drive Assy., Governor 
3 QN-18182 1939/52 1 Bearing, Governor Needle 
4 9N-18183 1939/52 1 Seal, Govemor Dust 
5 * | ON-18184 1939/52 1 Bushing, Governor Thrust 
6 * | 356491-S 1939/52 1 | Washer, Bushing to Govemor, 53" OD x .06" Thick 
7 SN-18185-C 1939/52 1 Body Assy., Governor, Used in 9N-18200-C & 


8N-18204-A 


QNAN-18185-B Body Assy., Governor, 


Used in 9NAN-18200-B, 9NAN,2NAN,8NAN 


7 8N-18185-A 1948/52 1 | Body Ye Govemor, Used in 8N-18204-B & 
8N-18204-C, 8N 
7 * | 8N-18185-B 1948/52 1 ae Assy., Governor, Used in 8N-18204-B & 
18204-C, 


Screw, Body to Cover, #8-32 x 1/4", 2N, 8N 

shag Body to Cover, #6-32 x .28, 9N, 'ON 
Race Assy., Govemor, Lower 

Shaft Assy., Govemor Drive, Used in 9N-18179-A, 

9N-18200-C, ONAN-18200-B, 8N-18204-B 


355027-S 
9 9N-18186-B 1939/52 
10 9N-18187-A 1939/52 


* 

8 

& 
+= 


8N-18187-A Shaft Assy., Governor Drive, Used in 8N-18204-8 & 
; 8N-18204-C, 8N, 8NAN 
1 358081-S 1939/52 4 Ball, Steel, 5/8" 
12 1939/52 2 | Washer, Used W/Driveshatt & Shim to Clip, 


44" 1D x .68° OD x .05" Thick 


9N-18188-B 1939/52 1 | Race Assy., Govemor, se 
14 9N-18189 1939/52 1 Lever Assy., Govemor, sed W/IN-18200-C & 


8N-18204-B, ON, 2N, 8N, SNAN 
14 * | SNAN-18189 : . 1939/52 1 Es We Governor, 
Used W/SNAN-18200-B, 9NAN,2NAN,8NAN 
15 9N-18190 1939/47 3 | Lever Assy., Govemor, Manual, 9N, 2N 
18 * | ONAN-18190 1939/52 1 Lever Assy., Govermor, Manual, SNAN, 2NAN, SNAN 
15 * | N-18190 1948/52 1 Lever Assy., Governor, Manual, 8N 


Washer, Lock, 1/4" 
Nut, Hex, 1/4°-28 


18 955233-S8 1989/52 1 | Bolt, Governor Adjusting, 1/4"-28 x 3/4" 
19 * | N-18191-A 1939/52 1 Base, Govemor 
19 * | 6N-18191-B 1939/52 1 Base, Govemor 


- No Longer Serviced 
AR- As Required 
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FIG.6G1- | GOVERNOR & RELATED PARTS - 9N, 2N, 8N 


[REF [FN [PARTNUMBER | FINS | YRISN | OTY | DESCRIPTION 
Pech leach Ye. pee Ties a 


Clip, Gover Decahatt 
Spring, Governor Lever 


Govemor Assy., 9N, 2N 

Govemor Assy., NAN, 2NAN, 8NAN 

Govemor , Used on 8NAN WiProofmeter, BN, SNAN 
Governor Assy., Used on 8NAN w/Proofmeter, 8N, BNAN 
Washer, Lock, 3/8" 

Nut, Hex, 3/8°-16 


Screw & Lockwasher Assy., 3/8"-16 x 1", 8N, SNAN 
Screw & Lockwasher Assy., 3/8"-16 x j 3/8", 
Above Parts Used for Govemor Assy. to 
Timing Gear Side Cover, 9N, 8N, 8NAN 
Elbow, Oil Line, Filter to Governor, 1/8” 


Gear, Governor Drive 
Washer, Fiber Flat, Govemor Drive Gear Thrust, 


44, 8N 
Pin, Governor Fork to Lever Shaft 
Fork, Governor 
Shim, Governor Driveshaft, Ball Stop 


Rod Assy., Lever to Governor, 8N 

Rod Assy., Lever to Governor, 9N, 2N 

Rod Assy., Govemor to Carburator, 9N, 2N, 8N 
8NAN WiCaburetor, Not Used on SNAN, 2NAN 
Rod Assy., 600 to Carburator, SNAN, 2NAN,SNAN 


28 
28 
30 
i) 
32 
3 
4 
35 
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FIG. 7A1-  3-SPEED TRANSMISSION (1939/47) - 9N, 2N 
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FIG.7A1-  3-SPEED TRANSMISSION (1939/47) - 9N, 2N 


REF [FN] PARTNUMBER | FINS | VASN [GV] DESCRIPTION ——SC—S~S 


* | 2N-7017-A 1939/47 1 Gear, Transmission, Main Drive 
9N-7050 1939/47 1 Retainer Assy., Transmission Main Drive, 
Gear Bearing 
Includes: Cap, QN-7062 
Washer, Lock, 3/8" 


Bolt, Retum to Transmission, 3/8"-16 x 1-1/4" 

Seal Assy., Oil, Transmission Main Drive, 
Gear Bearing 

Shaft, Transmission, Main 


Cone & Roller Assy., Transmission Countershaft 


Bearing, Rear 

Cone & Roller Assy., Transmission Countershaft 
Bearing, Front 

Cone & Roller Assy., Main Drive, Gear Bearing 


BCCoe ~ ~ ~ a ab ow 


Retainer Assy., Transmission Shaft Bearing, Main 


Washer, Lock, 3/8" 

Bolt, HH, oan & Shims to Tranmission Case, 
3/8-16 x 1.25" 

Gasket, Main Drive Gear Bearing, Retainer 

Gasket, Countershaft Bearing Return 


Gear, Transmission Siding, First & Third 
Gear, Transmission Sliding, Second & Reverse 
Countershaft, Transmission 
2N-7113-A Gear, Transmission Countershatt, Used W/2N-7017-A 
: Standard Ratio 


9N-7120 Bearing Assy., Transmission Main Shaft Pilot 
9N-7134 Retainer Assy., Countershatt Bearing 
Washer, Lock, 3/8" 
Bott, HH, Countershaft Bearing Retum to 
Transmission Case, 3/8°-16 x 1-1/4" 
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FIG.7A1-  3-SPEED TRANSMISSION (1939/47) - 9N, 2N 
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FIG. 7A1 - 3-SPEED TRANSMISSION (1939/47) - 9N, 2N 


REF [FN [PARTNUMBER [FINS | _YRISN__| QTY | DESCRIPTION 


C3NN-7135-A Shim, Transmission Output Shaft, 
Bearing Retainer, .003" 

C3NN-7135-B Shim, Transmission Output Shaft, 
Bearing Retainer, .005" 

CONN-7135-C Shim, Transmission Output Shaft, 
Bearing Retainer, .012" 


C3NN-7135-A Shim, Transmission Countershaft, 
Bearing Retainer, .003" 

C3NN-7135-B Shim, Transmission eas 
Bearing Retainer, .005' 

CBNN-7135-C Shim, Transmission Countershaft, 
Bearing Retainer, .012° 


QN-7140 Shaft, Transmission Reverse, Idler Gear 
ON-7141 Gear & Bushing Assy., Transmission Reverse Idler 
Bushing, Reverse Idler Gear 
Pin, Reverse Idler Gear Shaft 


ON-716 Hub, PTO Clutch 
Bolt, HH, 3/8°-24 x .88 
Washer, Lock, 3/8° 

351402-S Washer, 13/32" ID x 1-1/2" OD 
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FIG. 7A2 - 4-SPEED TRANSMISSION (1948/52) - 8N 


PARTNUMBER | FINIS | YRISN_| QTY | DESCRIPTION 


1 * | 2N-7017-A 1948/52 1 Gear, Transmission, Main Drive 
2 8N-7029 1948/52 1 Washer, Thrust, Transmission Reverse Idler, Rear, 
1-9/64" OD, Used W/8N-7149 
9N-7050 1948/52 Refsnes Aes. Transmission, Main Drive, 
r Beari 
Includes: Cap, QN-7062 


Washer, Lock, 3/8" 

Bolt, Retum to Transmission, 3/8'-16 x 1-1/4" 

Seal Assy., Oil, Transmission, Main Drive Gear Bearing 
Shatt, Transmission, Main 


Cone & Roller Assy., Transmission Countershaft 
Bearing, Rear 
ne sane heey . Transmission Countershatt 
aring, Fi 
Cone & Roller Assy., Main Drive Gear Bearing 


Cup, Transmission Countershaft Bearing, Retum 
Cup, Main Drive Gear Bearing 
Cup, Transmission Output Bearing, Rear 
Ring, Snap, Reverse Idler Gear 
8N-7071-A Washer, Thrust, Main Drive Shaft, 1st Speed Gear, 
1.77" 1D x 2.50" OD 


8N-7071-B Washer, Thrust, wanes 1.32°1Dx2.12"0D 
9N-7085 ap Shaft Bearing, Main - 


Lock, 3/8’ 
HH, Retum & Shims to Transmission Case, 
eee 


Gasket, Main Drive Gear Bearing, Retainer 
untershaft Bearing Return 


—-=OWOWO ao o o NOOO 


=s 


Connector, Transmission Countershaft 


Coupling, Transmission Countershaft Connector 
Coupling, Main Shaft Connector 

Connector, Transmission Main Shaft, a oun 
Gear, Transmission Main Shaft, Fourth 


Countershait, Transmission 

Gear, Transmission Countershatt, Fourth Speed 

Gear, Transmission Countershatt, Used W/2N-7017-A, 
BONN-7114-A Gear, Transmission Countershaft, Second Shaft 
QN-7120 Bearing Assy., Transmission Main Shaft, Pilot 


* | ON-7134 
* | 355545-S 


Bearing Retum 
Transmission Case, 3/8°-16 x 1-1/4" 


No Longer Serviced 
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FIG. 7A2 - 4-SPEED TRANSMISSION (1948/52) - 8N 


PREF TFN [PARTNUMBER] FINS, | YRISN | OTY | DESCRIPTION 


31 CONN-7135-A 1948/52 Shim, Transmission Output Shaft, 
Bearing Retainer, .003" 

31 C3NN-7135-B 1948/52 Shim, Transmission Output Shaft, 
Bearing Retainer, .005" 

C3NN-7135-C 1948/52 Shim, Transmission Output Shatt, 
Bearing Retainer, .012" 


CANN-7135-A 1948/52 Shim, Transmission Countershaft, 
Bearing Retainer, .003" 
C3NN-7135-B Shim, Transmission Countershatt, 
Bearing Retainer, .005° 
C3NN-7135-C Shim, Transmission Countershaft, 
Bearing Retainer, .012" 


Shatt, Transmission, Reverse Idler Gear, 8N 
Gear & Bushing Assy., Transmission, Reverse idler 
Bushing, Reverse Idler Gear, 8N 

Gear, ransmission, Reverse Idier, Driven, 8N 
aus Transmission, Reverse Gear Shit, 8N 


rphiilge Transmission Reverse idler Gear, 


“i 16° OD 

Washer, Thrust, Transmission idler, Front 

2* OD, Used W/BN-7029, 8N 
Ring, Snap, Reverse Idier Gear Shaft, 8N 


Gear, Transmission, Second, Transmission, 8N 
Bearing Assy., PTO Shifter & Shaft 
Assy., PTO Shifter & Shatt 
Hub, PTO Clutch 
Bolt, HH, Ciutch Hub to Transmission 


Washer, Lock, 3/8” 
Washer, ro ID - 1-1/2"0D 
PTO Clutch 


Sleeve, 
Rail, PTO Shifter 
Washer, Lock, 3/8" 


Nut, Hex, Shifter Stop to Rail, 3/8"-24 
Stop, PTO Shifter, Al & A2 are Altemate 
Ring, ed PTO Bearing 

Support, PT 


Washer, Lock, 3/8" 
5 to Transmission, 3/8"-16 x 1.25 
Pay a Shifter, Rail Mesh 
1, Shifter Fork Spring, 3/8” 


SRESR 


a 
N 


38 
39 
40 
4 
41 
42 
4 
4 
5 
46 
47 
48 
49 
50 
51 
§2 
53 
54 
5S 
56 
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FIG. 7B1- | GEARSHIFT & RELATED PARTS - 9N, 2N 
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FIG. 7B1 - GEARSHIFT & RELATED PARTS - SN, 2N 


cae PART NUMBER [ Finis [_YRISN | QTY | DESCRIPTION 


Lever, Gearshift Assy. 

Pin, Gearshift Lever 

Spring, Gearshift Lever 

Seat, Gearshift, Lever Spring 
Lock, Interlock, Gearshift, Lock, 9N 
Lock, Interlock, Gearshift, Lock, 9N 
Lock, Interlock, Gearshift, Lock, 2N 


Pin, Cotter, 1/16° x 1/2" 

Pin, Clevis, Gear Lock to Lower Housing, aiext® 

Lock, Transmission Shifter, First & Third Gear, 9N 

Fork, Transmission Shifter, First & Third Gear 

Fork, Transmission Shifter, Second & Reverse Gear, 
Used W/9N-7223-A, 9N 

Fork, Transmission Shifter, Second & Reverse Gear, 
Used W/9N-7223-B, 9N 

Fork Transmission Shifter, Second & Reverse Gear, 
Used W/SN-7223-B, 2N 


o o ORaaonn aan & Mm 


, Transmission Gear Shift, Rail 
aan ifter Fork Spring, 3/8" 
Rod, Gear Shifter Selector, R.H. 
Rod, Gear Shifter Selector, LH. 
Seal, Gearshift Lever, Dust 
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FIG. 7B2 - GEARSHIFT & RELATED PARTS - 8N 


PREF [FN [PARTNUMBER [FINS | YRISN__[QTY | DESCRIPTION 


8N-7037 1 Gasket, Transmission Filler Plug 
CS5NN-7202-B 1 Lever, Gearshift 
NAA-7211-A 1 Cover Assy., Transmission 
9 | Bolt, HH, Transmission Cover to Transmission Housing, 
3/8°-16 x 3/4" 


Ball Assy., Transmission Gearshift Lever 
Plate, Transmission, Reverse Gearshift 

Pin, Gearshift Lever 

Gasket, Gearshift Cover 

Plate, Second & Fourth, Transmission Gearshift 


Spring, Gearshift Lever 

Seat, Gearshift, Lever Spring 

Latch, Starter, Safety 

Fork, Transmission Shifter, First & Third Gear 
Fork, Transmission Shifter, Reverse Gear 
Spring, Transmission Gearshift, Rail 


Ball, Shifter Fork Spring, 3/8" 
Ball, Steel, Between Rod & Rail, 3/8" 
Ball, Between Rail & Gearshift Shaft, 
Lock Plunger Spring Seat, 3/8” 
Fork, Transmission, Second & Fourth Gear Shifter 


Seat, Gear Shifter, Rail Spring 

Pivot, Transmission Shifter Plate 

Rail, Transmission, First & Third Gear Shifter 
Rail, Transmission, Second & Fourth Gear Shifter 
Rail, Transmission, Reverse Gear Shifter Fork 


Screw, Transmission, Fork Lock 

Nut, Hex, 3/8°-24 

Support, Starter Switch 

Gasket, Transmission Shifter Pivot 

Seal, Gearshift Lever, Dust 

Piug or Cap, Transmission, Filler 

Switch Assy., 8N 

Gasket, Starter Switch, 8N 
351217-S Washer, Lock, Extemal Tooth, 3/4", 8N 

Nut, Hex, Switch to Transmission Cover, 3/4"-16, 8N 
ESNN-72Z307-AA Gasket, Transmission Lock, Plunger Seat 


Used On & ASN 252844 
No Longer Serviced 


CSNN-7213-A 


hk ek ek ot 


230 Womans 


= 


2 
2 
1 
1 
1 
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FIG.7C1- | TRANSMISSION CASE, CLUTCH & RELATED PARTS - 9N, 2N, 8N 
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FIG.7C1- | TRANSMISSION CASE, CLUTCH & RELATED PARTS - SQN, 2N, 8N 


acs PARTNUMBER | FINIS | YRISN_| OTY | DESCRIPTION 


1939/47 1 es Assy., Transmission, 9N, 2N 
1948/52 1 Case Assy., Transmission, 8N 
Nut, Hex, 7/16"-14 
Washer, Lock, 7/16" 
Bolt, HH, Transmission Case to Engine, 
7/16"-14 x 1.12, ON, 2N, 8N 


9N-7010 Plug, Transmission Drain 
8N-7010 1 Plug, Transmission Drain, 9N, 2N, 8N 
Includes: Gasket, Magnetized 
8N-7011 Gasket, Transmission Drain Plug, 9N, 2N, 8N 
Rod, Clutch Release 


Nut, Hex, 3/8"-24 

Pin, Cotter, 1/8" x 5/8” 

Pin, Clevis, 3/8" x 1-3/32" 

Clevis, Release Rod to Pedal, 3/8"-24 x 2-1/2" 


78-2477 Bushing, Brake Cross Shaft, ty 2N 
78-2477 Bushing, Brake Cross Shaft, 81 
CONN-2477-A Bushing, Brake Cross Shaft, BN 
40-7508-A 1939/52 Bushing, Clutch Shaft, 9N, 2N, 8N 
B-7510-A2 Shaft, Ciutch Release, 9N, 2N, 8N 


ON-7511 Amn, Clutch Release Shaft 
8N-7511-B Arm, Clutch Release 
362581-S8 


~=—=OM ND an 


=—o 


5/16" x 1-1/2", 9N, 2N, BN 


Fork, Clutch Release Shaft, 9N, 2N, 

Pin, Gutch Release, Shaft Am, Ud WAN7511-B 
Facing, Clutch Disc, Used W/91A-7550, ON, 2N, 8N 
a 
Facing, Clutch Disc, used W/NAA-7550-A, SN, 2N, 8N 
Rivet, Facing Countersunk, 5/32" x 3/16", 9N, 2N, 8N 


Rivet, Head, Facing Countersunk, 9/64" x 7/32" 
Disc Assy., Qutch, Wi 

Bh a Pe to 
Used Prior to S/N 14357 Wi oe 
B8NN-7563-A, 8N 


Used On & BSN 8N-14257 
Used On & ASN 8N-14257 


No Longer Serviced 
AR- As Required 
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FIG.7C1- | TRANSMISSION CASE, CLUTCH & RELATED PARTS - 9N, 2N, 8N 


[REF {FN | PARTNUMBER FINS | YR/SN [Oty | DESCRIPTION 


Hub, Gutch Release Bearing, Used W/78-7580-A, SN, 2N, 8N 
Spring, Clutch Release Bearing, 9N, 2N, 8N 
Piate & Cylinder Assy., Clutch Press, 
Optional WEN-75e 7563, ON, 2N, 8N 
Piate & Cylinder Assy., Clutch Press, 
W/09A-7563, ON, 2N, 8N 


Washer, Lock, 5/16" 

Bal, Guich Cover to Fywheet, Spec. Shoulder, 
§/16"-18 x .77, 9N, 2N, 8N 

Bearing Assy. , Clutch Release, 9N, 2N, 8N 

Pin, Cotter, 7/82" x 1.00", ON, 2N, 8N 


Cap, Radius, Red Ball, 8N 
St Sate earn 
ius 
Bracket to Transmission, 7/16°-14-20 x 3-9/16", 6N 
Stud, Cap & Spacer to Transmission Case, 
76" - 1420 x3. x 3.18", ON, 2N 


Nut, Hex, 7/16"-20 
Spacer, Radius Rod Ball 
Stud & Ring Board, Bracket to Transmission 


B88 BR 


8 S88 


31 
32 
33 
34 
4 


ift Cover, 8N 
Gasket, Gearshift Cover, 9N, 2N 


* 


’ 


No Longer Serviced 
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FIG. 7D1 - PTO SHIFTER LEVER, FORK & RELATED PARTS - SN, 2N, 8N 


FREF [FN [PARTNUMBER | FINS | YRISN__| QTY | DESCRIPTION 


9N-715-B 1 Bearing Assy., PTO Shifter & Shift 
9N-715-C 1 Bearing Assy., PTO Shifter & Shift 
QN-716 1 Hub, PTO Clutch 
1 Bolt, HH, Ciutch Hub to Transmission, 3/8"-24 x .68 
Washer, Lock, 3/8" 
Washer, Lock, 3/8" 


Washer, ae, ID - 1-1/2" OD 
, PTO Clutch 


Rail, PTO Shifter 
Nut, Hex, Shifter Stop to Rail, 3/8°-24 
Fork, PTO Shifter 


Plate, PTO Shafter 
Nut, Hex, 7/16"-20 
, Screw, Plate to Housing, 7/16" - 14-20 x 1-4/8" 
Stud, Screw, Brake Sector & Plate to Housing, 
76" - 14-20 x 1° 


Oona fhwoni— 


Stop, PTO Shifter, A1 & A2 are Alternate 
Lever, PTO Shifter 
ig aaa | DBeaey x 1-1/4" 
Ing, snap, 
Support, PTO . 


lf tepproerdy Y8"-16 x 1.25 
fa! PTO Shifter, Rail Mesh 
coy a Fork Spring, 3/8" 
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FAG. 7E1 - PTO ASSY. - SN, 2N, 8N 


rREF_[ PN [PARTNUMBER | FINS | YAISN[OTY] DESCRIPTION 


PTO 

Seal Assy., Oil, PTO 

Shaft Assy., PTO, Used W/9N-733-B 
Bearing Assy., PTO, Front 

Bearing Assy., PTO, Front 


Washer, PTO, Seal Case, Used W/9N-700-A & 
ecm SN, 2N 
PTO, Bearing, Used WISN-700-A & SN-700-B, SN, 2N 
— PTO Sleeve ‘Sleeve Bearing Seal, Used W/9N-710-A, ON, 2N 
Pin, Cotter, 46" x 1/2" 


Pin, Clevis, Bearing Seal Case to Shaft, 
1/4" x 1.68, 9N, 2N 

ty A Bearing Seal, Used W/9N-700-A & 
Guide, PTO Spring, Used W/9N-700-A & 9N-700-B, SN, 2N 
ire PTO at hae Used W/SN-700-A & 

, Snap, PTO Shaft Bearing, Used WAIN-700-A,9N, 2N 
oe PTO Shaft 
Bolt, HH, Cover to Center Housing, 7/16"-14"x 1.12" 


WISN-700-A & 9N-700-B 


wo Ono on Pahon- 


Retainer, PTO Bearing, Used 
Sleeve, PTO, Used W/9N-710-A, ON, 2N 
Steeve, PTO 


ing, Snap, PTO Shaft Bearii 
Gat ‘O Cover fu 


NS - Not Serviced - Order Components 
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FIG. 8A1 - RADIATOR & RELATED PARTS - ON, 2N, 8N 


PREF [FN [PARTNUMBER | FINS | YR/SN__| QTY | DESCRIPTION 


8N-8005 1939/52 Radiator Assy. 

Nut, Hex, 7/16"-14 

Washer, Lock, 7/16" 

Washer, R.H. ‘Side Only, 7/16" 

951655-S36 roa bp Feces Front Ate SUPE 
"14x 


2N-8032 Pad, Radiator Filler Neck 


9N-8100 
2N-8100-A Assy., 
C5NN-8115-B 1939/52 Cock Assy., Radiator Drain 


CSNN-8125-A 1939/52 Insulator, Radiator Support 
2N-8146 1939/52 roud, Fan 


1939/52 , Pan Hd, 
1948/52 Grille Assy., Radiator, 8N 
1999/47 Grille Assy., Radiator, 9N, 2N 


1939/52 tes Cee Hd., & Radiator; Cylinder Hd. to 
jadiato 

a, 1939/52 Hose, Cylinder Hd. & Radiator, Radiator Lower 

b, 1950/52 Hose, Cylinder Hd. & Radiator, Rlackator Outtet, 2N 

1939/52 Clamp Assy., Hose, Upper & Lower Hose 


1939/52 


IN, BN 
1939/52 Thermostat Assy., Water, Not Used On Kerosene 
Tractor, 9N, 2N, 8N 
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FIG. 881 - WATER PUMP ASSY. & RELATED PARTS (1939/47) - 9N, 2N 


[REF [FN [PARTNUMBER FINIS | _YR/SN__[ QTY | DESCRIPTION 


CDPN-8501-A 1939/47 Kit, Pump Assy., Water 

Washer, Lock, 5/16" 

Nut, Hex, 5/16"-24 
88376-S 1939/47 Stud, Water Pump to Block, 5/16* - 18-24 x 1.31 
2N-8505 1939/47 Housing, Water Pump 


‘9N-8507 1939/47 Gasket, Water Pump 
1939/47 Cover, Water Pump 
1939/47 Bolt, HH, Cover to Housing, 5/16°-18 x 5/8” 
9N-8513 1939/47 Gasket, Water Pump to Cylinder Block, Rear 
1939/47 Impeller Assy., Water Pump 


1939/47 
79-8530 1939/47 Bost ks 
68-8551-A 1939/47 Seal Assy., Water Pump, Used 
1939/47 Washer, Water Pump, Used Wi68-8551 “A 
1939/47 Ring, Snap, Water Pump Seal 
OBA-8576-A 1939/47 Ring, Snap, Water Pump Bearing, Used W/8N-8501 Only 


Oonou ron 


CPN-8591-B 1939/47 Kit, Water Pump Repair, Used W/EAF-8501-A 
Includes: 


1939/47 
1939/47 
1939/47 


1939/47 Bolt, Fan Hub to Water Pump Pulley, 1/4*-28 x 58" 
1939/47 Pulley, Fan 

1942/43 Belt, Fan, Used W/Magnet Conversion 

1939/47 Belt, Fan, Used W/9N-10130 & 8N-10130-A Generator 


Pulley 
Pellets, Cooling System Protector 


AR- As Required 
NSS - Not Serviced Separately 
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FIG. 8B2 - WATER PUMP ASSY. & RELATED PARTS (1948/52) - 8N 


TReF_[FN | PARTNUMBER | FINS | YRSN [GTY] DESCRIPTION 


CDPN-8501-A 1948/52 Pump Assy., Water 

Washer, Lock, 5/16" 

Nut, Hex, 5/16"-24 
88376-S8 Stud, Water Pump to Block, 5/16" - 18-24 x 1.31 
2N-8505 Housing, Water Pump 


9N-8507 Gasket, Water Pump 
Gasket, Water Pump to Cylinder Block, Rear 
Ea i Cor aig, s/16-18x58 
1 to *-18 x 5/8" 
Impeller Assy., Water Pum 


Ring, Snap, Water Pump Bearing, Used W/EAF-8501-A 
Seal Assy., Water Pump 
Retainer, Water Pump Bearing 
Bearing & Slinger An Wt . Water Pump, 
Used W/EAF- 


Kit, Water Pump Repair, Used W/EAF-8501-A 
Includes: 


1948/52 
1948/52 
1948/52 
1948/52 
a, 1948/49 "ae Used W/QN-10130 & 8N-10130-A Generator 


b, 1950/52 Belt, Fan 
1948/52 4 | Bolt, Fan Hub to Water Pump Pulley, 1/4°-28 x 5/8” 
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FIG. 9Ai- FUEL SYSTEM - SN, 2N, 8N 


9 
| 


7 
2— 2S 


Wm 
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FIG. 9At - FUEL SYSTEM - SN, 2N, 8N 


PREF [FN [PARTNUMBER | FINIS” | YR/SN__| QTY | DESCRIPTION 


Tank ., Fuel 

Pin, Cote 1/16" x 5/8" 

Washer, Flat, 5/16° 

Nut, Hex, Slotted, 5/16°-24 

Bolt, Fuel Tank, 5/16°-24 x 5/8", SN.SN,2NAN,BNAN,SNAN 


Cap Assy., Fuel Tank Filler, 2N,8N,9N 
Cap Assy., Fuel Tank Filler, ONAN, 2NAN, 8NAN 
Anii-Rattler, Between Fuel Line & Tank, 2N,8N,ON 
Fuel Sediment Bulb & Valve Assy. 
Kit, Sediment Bulb Controf Whee! Screw & Washer 
Includes: Ref. 10 
Wheel 


Screw 


Washer, Lock, #6 

Gasket, Sediment, Bulb 

Screen, Bulb Sediment,, 2NAN, 8NAN, SINAN 
Screen, Bulb Sediment,, 2N,8N 

Bowl, Sediment Bulb 

Sediment Bulb Clamp Wire & Screw Assy. 


Kit, Sediment Bulb Valve Stem 
Hen Ref. 18 thru 21 


oon oo OTboOnw- 


Seong oct 2N, 8N, SN, Not Usad On SNAN-2NAN-BNAN 
Line Assy., Sediment Bub to Vaporizer, SNANLZNAN.SNAN 
Pelle ag ‘Sediment Bub to Vaporizer, 2NAN/SNAN,SNAN 
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FIG.9B1- | KEROSENE VAPORIZER ASSY. - 2N, 8N, 9N 
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FIG. 9B1 - KEROSENE VAPORIZER ASSY. - 2N, 8N, 9N 


[REF [FN | __PART NUMBER DESCRIPTION 


1939/50 Gasket, Vaporizer Mixing Chamber, Fumished in SNAN-9502 
1939/50 Gasket, Vaporizor Float Chamber Cover 

1939/50 
1939/50 
1939/50 Washer, Vaporizer Adjuster Needie Seat 


Washer, Lock, #8 

1939/50 Screw, Fitter Hd. Chamber Top, #8-32 x 3/4 
Washer, Lock, 5/16" 

1939/50 Bolt, Hex, Mixing Chamber, 5/16" - 18 x 7/8" 
1939/50 Plug, Mixing Chamber Primer, 1/8” x 3/8" 


1939/50 Vaporizer Drain Valve Assy. 

1939/50 Spring, Carburetor Main Adjuster Needle 

4939/50 Plate, Vaporizer Main Air Choke 

1939/52 Choke Shaft & Lever Assy. 

1942/43 Shaft & Lever Assy., Choke for Mag. Conversion, 2NAN,SNAN 


1939/52 Vaporizer Float & Lever Assy. 

1939/50 Gasket, Vaporizer Adjuster Needle Seat Plug, 
Serviced in 9NAN-9502 

1939/52 MatchedVaporizer Carb. Fitter Valve & Gasket Assy. 


1939/50 Vaporizer Carb. Main Adjuster Needle Assy. 

Valve, Vapor, Fuel 

Seat, Vaporizer Fuel Valve 

Gasket, Carburelor oat Valve Seat, Furrished in SNAN-9502 
Vaporizer Carb. Throttle Lever & Shaft Assy. 


FYL, Carburator Throttle 

Screw, Vaporizer Throttle Plate 

Venturi, Vaporizer Carburator-Vapor 

Washer, Lock, #10 

Screw, Moiing Chamber fo Venturi Fil. Hd, #10-32x38" 


Packing, Vaporizer Adjuster Needle 
ing, Vaporizer Adjuster e 
Spring, Secotser Choke Lever, Use W/Battery Ignition 
att ng. Vapi Crcko Laver, Use W/Mag. Ignition, 


BSS RRBLS 


Washer, Vaporizer Adjuster Needle 

Bushing, Vaporizer Adjuster Needle 

Elbow, Fuel Li 

Chamber, Vaporizer Float 

Screw, Vaporizer Fuel Pass., 4410-32 x 1/4", 2N,6N.ON 


Vaporizer Float Chamber Cover Assy. 

Screw, Hex, Float Chamber Cover, 1/4" - 20x 1/2” 
Vaporizer Float Chamber Vent Assy. 

Gasket, Vaporizer Float Chamber 

Screw, Vaporizer Float Chamber 

Tube, Vaporizer Vapor Outlet 


BESSRE BRESB 


* 


- No Longer Serviced 
NS- Not Serviced 
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FIG.9B1- | KEROSENE VAPORIZER ASSY. - 2N, 8N, 9N 
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FIG. 9B1 - KEROSENE VAPORIZER ASSY. - 2N, 6N, 9N 


aa PARTNUMBER | FINS | YRISN [Oty | DESCRIPTION 


Nut, ofa oa Vapor Outlet Tube 
Tube, Vaporizer Primary Air 

Valve, Vaporizer Air Intake Automatic 
Vaporizer Air intake Valve Shaft Assy. 
Screw, Vaporizer Air intake Valve Shaft 


Plate, Vaporizer Primary Air Choke 
Pin, Cotter, .043 Dia. x 3/8" 

Plate, Manifold V: 

Bushing, Manifold Vaporizer Plate 
Cover, Manifold Vaporizing Chamber 


Nut, Hex, 1/2" - 20 

Stud, Cover to Man., 1/2°- 13- 20x 1 - 1/1/6" 
Plate, Inner Manifold Vapor. Pit. Cover 
Jet, Vaporizer Fuel 


BB2S SES55 


* 
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FiG.9C1- CARBURETOR ASSY. - 2N, 8N, 9N 


USED w' 


USED WIN 5 24 
SNAN.2 ONLY 
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FIG. 9Ct - CARBURETOR ASSY. - 2N, 8N, 9N 


PART NUMBER FINIS DESCRIPTION 
9N-9447 1939/52 Gasket, Carburetor to Manifold 

1942/43 Carburetor Assy., For Mag. Conversion, 2N,9N 
B3NN-9510-A 1939/52 Carburetor Assy., Used W/BN-99537 on 8NAN Trac. 
1942/43 


Washer, corsa 5/16" 
Bot, Hex, Carburetor to Mangiold, 5/16"-18 x 13/16", NON 
357378-S 1939/52 
87650-S36 


Plug, Lower Carburetor Body Fe IS 
Plug, 1/8", Used as Carburetor 

Screw & Lockwasher, Bo DBF, W12- 24x58" 
Gasket, Carburetor Throttle Body To Bowl 

Nozzle, Carburetor Main 


det, Carburetor Max, Fuel = 
Spring, Carburetor Choke Shaft 
a en Needle, Used W/9N-9565-C 


Adusier| 
intel ei Tio. oNON 


DONO pwrMon— 


CONN-9516-A 
9N-9530 


Gasket, Sa tora High 1 Speed Needle 


Matched Carburetor Float Valve & eral Assy. 
Carburetor Main Needle 


Valve Seat W) 
Spring, Carburetor Idle Adjuster Needle 
Carburetor Throttle Lever & Shaft Assy. 


Fly, Carburetor Thrattie, Not Used on 2NAN, 9NAN 
venta Carburetor or Vaporizer 
Song, Cabu rb The Lever Auster Sze 
uretor Repaii 


Includes: 


1 
1 
1 
2 
1 
2 
4 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
AR 


pa ee eer ee eee eee Se ee ee eS 


tea 


_~ 


*. No Longer Serviced 
NSS - Not Serviced Separately 
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FIG.9C1- CARBURETOR ASSY.-2N,8N,9N 


~ustD with 
SNAN.Z ONLY 
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FIG. 901 - CARBURETOR ASSY. - 2N, 8N, 9N 


PREF [FN | PARTNUMBER” [FINS | 'YRISN [QTY | DESCRIPTION 


1939/52 1 | Kit, Carburetor Gasket, 2N,8N,9N 


Packing 


Jet, Carburetor Idle, BSN 250596 

Jet, Carburetor Idle, 8N, 8NAN ASN 250595 
Gasket, Carburetor, Main Nozzle 

Packing, Carburetor Throttle Shaft 

Packing, Choke Shaft 

Plug, Carburetor Strainer Ret. Expansion 


Jet, Carburetor Economizer 
for Economizer, 8N 
Carburetor Drain Cock Assy., ONAN NASN 277554 
Carburetor Throttle Plate Saw & Lockwasher Assy. 
Float & Lever Assy., 2N,8N,9N,8NAN 
Except Kerosene Tractors Fitted W/aporizer 


Kit, Carburetor Gasket, SNAN, 2NAN, 8NAN 
includes: 


2SSBB88 


32 
32 
3 
“4 
35 


Gasket 
Gasket 
Gasket 
Gasket 
Spring, Choke Valve, Used W/C3NN-9564-A 
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FiG.9D1- AIR CLEANER & RELATED PARTS - 2N, 8N, 9N 
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FIG.9D1- AIR CLEANER & RELATED PARTS, 2N, 8N, 9N 


[REF [FN [PARTNUMBER FINS | YRISN_| QTY | DESCRIPTION 


1 1939/47 1 Air Cleaner Assy., 2N,9N 


1939/47 Bolt, Carraige, 7/16° - 20 x .68, 
Air Cleaner to Battery Support, 2N,9N 


1939/47 Nut, Wing, 1/4” - 20, Cover to Screw, 2N,9N 
1948/52 Air Cleaner Assy., 8N 
Washer, Lock, 3/8" 
ad HH, esl 24 x .86, 
Cleaner Assy. to Battery Support, 8N 


Air Cleaner Cover Assy., Used W/SN-9600-C2, 2N,9N 
Air Cleaner Cover Assy., Used W/QN-9600-D, 2N 
Screen, Air Cleaner, Used W/9N-9600-C1, 2N.9N 
Screen, Air Cleaner, Used WI9N-9600-C2, 2N,9N 
Screen, Air Cleaner, Used W/9N-9600-D, 2N 


Gasket, Air Cleaner 

Gasket, Air Cleaner, 8N 

Ar Geaner Camp Assy., Used WISN-9658-C1, 2N,SN 
Air Cleaner Camp Assy., Used WAN-9658-C2 & 

Hose, Air Cleaner to Carburetor, Used W/8N-9600-8 Only 


1 
1 
1 
2 
2 
4 
1 
1 
1 


Inner Air Cleaner Oli Cup Assy., Used W/8N-9600-8, 8Nv 


voy ctiadiar--p Cleaner Oi Cup Assy., Used W/8N-9600-B, 8N 
Cleaner Oi Cup Sst ng tt tna 


BCD as cla 
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FIG. 10A1- | HYDRAULIC PUMP ASSY. - 2N, 8N, 9N 


[REF [FN | PARTNUMBER DESCRIPTION 


8N-695-C Bushing, Hydraulic Intake Valve, 8N 
, Hydraulic Pump Valve, .010" O/S, 8N 
Spring, Hydraulic Pump intake Valve, 8N 
Pin, 3/32° x 1-1/4" Cotter 
, Button, Retum Spring in Intake Bushing, 3/6°, 


Valve, Hydraulic Pump Intake, 5917/5918, White, 8N 
Vae, Hydraulic Pump Intake, 5918/5920, Blue, 8N 
Valve, Hydraulic Pump intake, .5920/.5921, Yellow, 8N 
Pin, Hydraulic Pump Base Dowel 
Plug, Hydraulic Pump Drain 


Gasket, Hydraulic Pump Drain 
Hydraulic rhea Oe cone 2N,9N 
afc nts, 8N 


~~ oa nou Pon 


Hydraulic Pump Base Assy., 2N,9N 
Washer, Flat, 7/16", Used W/Aluminum Base 
Bolt, Hex, 7/16" - 14 x 1.38, Base to Center Housing 
Bolt, 7/16" - 14 x 1.38, Clamps to Valve Chamber 
Bott, HH, 1/2°-20 x .50 

Used as oe Pump Base Drain Plug 


red ing 

Gasket tyorauic ne Bas Base Drain Pi 
ug 
Piston, Hydraulic Pump 


Cam Block, Hydraulic Pump, Optional W/B & C 
Cam Block, Hydraulic Pump, Optional W/A & C 
mal ror aroeliga , Optional W/A & B 
Chamber Assy., Hydraulic Pump Valve, RH. 


Chamber Assy., Hydraulic Pump Valve, LH. 

Batt, HH, 7/16"-20x 1.56, Valve Chamber to Aluminum Base 
Bolt, HH, 7/16%-20.x 1.25, Valve Chamber to Cast Iron Base 
Plug, 1/4"-18, Used as in Valve Chamber 
Bushing, Hydraulic Pump Valve, 9N.2N 


Bushing, Hydraulic Exhaust eee 010" on &N 
Bushing, raulic Pump Exhaust Vaive, 


2 
1 
2 
1 
2 
2 
2 
2 
1 
1 


+ OOO 


1939/47 


1948/52 
1948/52 


es 


NSS - Not Serviced Separately 
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FIG. 10A1- | HYDRAULIC PUMP ASSY. - 2N, 8N, 9N 
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FIG. 10A1- | HYDRAULIC PUMP ASSY. - 2N, 8N, 9N 


[REF [FN [PARTNUMBER [FINS YR/SN | OTY | DESCRIPTION 


24 1939/52 Guide, Hydraulic Pump Vaive 

25 1939/52 Socket, Hydraulic Pump Valve Guide 
26 9N-628 1939/52 Valve, Hydraulic Pump Outlet 

27 1939/52 Valve, Hydraulic Pump Inlet 

28 1939/52 Spring, Hydraulic Pump Exhaust Valve 


2 1939/52 Valve, Hydraulic Pump Check 
30 * Piug, Hydraulic Pump Valve Chamber 
Valve raulic 


Pump Safety 
Valve ., Hydraulic Control, 9N,2N 
anationn Prop Coed Sorat Whe, 


Valve Assy., Hydraulic’ 
Pin, ae 4/16" x 1/2" 


Pin, Gens, 1/8" x 83, Exhaust Valve Stem to Contol Lever 

Pin, Hydrautic roy Atay eed ON 
Used W/8N-640-A2,B,C,D,E 

Lever, Hydraulic Intake & Exhaust Valve Control, 8N 

Pin, Cotter, 3/32" x .62, 8N 


Pin, Dowel, 3/8" x x70, 8N 
Used as Pivot Pin in Pump Base Valve Control 
Spring, Hydraulic Pump Check Valve 
Spring, Hydraulic Pump Outlet Valve 
Spring, Hydraulic Pump Inlet Valve 


Bushing, PTO Shalt, Hydraulic Pump Chamber, Opional WB & C 
PTOShat, Chamber, Optional WIARC 
Busi PTO Stat Heads Purp Crerber Chord WARS 


$8 GF BKBYKRBK 


38 
39 
40 
4 


BES 
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FIG. 11A1- MAGNETIC IDLER PULLEY - 9N,2N 
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FIG.11A1- | MAGNETIC IDLER PULLEY - 9N,2N 


cas PARTNUMBER | FINS” | YRISN__[ QTY | DESCRIPTION 


Pulley arr idler 

Washer, Lock, 7/16” 

Nut, Hex, 7/16"-20 

Nut, Hex, 7/16" 

Bolt, 7/.6*-20 x 1.68, Pulley Assy. to Motor Support 


Pulley, Fan Bett Idler, Use for Mag. Conversion 
Screw, Pulley #8-32 x 1/2" 

Fan Belt Idler, Use for Mag. Conversion 
Amn, Fan Belt idler 
Bolt, 7/16*-20 x 1.12, Idler Arm to Bracket 
Bolt, Hex, 7/16"-20 x 1-3/4" 


Spacer, Fan Belt Idler 

Seal, Fan Bek idler Pulley, Labbe Conversion 
Race, Idler Inner Bearing, Use for Mag. Conversion 
Race, idler Outer Bearing 

Bott, Idler Pulley Axie 


Washer, Lock, 1/2" 
Nut, 1/2*-20 


OND OS enn 
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FIG. 11B1- GENERATOR & RELATED PARTS (3 BRUSH) 8N-PRIOR TO S/N 263844 - 1948/49 
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FIG. 11B1- | GENERATOR & RELATED PARTS (3 BRUSH) - 8N PRIOR TO S/N 263844 - 1948/49 


[REF [FN | PARTNUMBER | FINIS | YRISN [QTY DESCRIPTION 


1948/49 1 Generator Assy. 
1948/49 1 Armature Assy., Generator, Used W/8N-10175-A 
1948/49 1 Wire Assy., Brush to Term Lead 
Generator Brush Set 
Includes: 
Brush 
Brush 


Screw, Generator Pole Piece 

Holder, Generator Brush 

Spring, Brush, Used W/9N-10069-B & 40-10043 
Brush Assy., Main, Used W/9N-10000-B 
Washer, Lock, #8 


Screw, Machine, Fillister Hd., #8-32 x 1/2° 
Screw, Machine, Fillister Hd., #8-32 x 3/16" 
Dowel, Locating 

Bearing, Generator, Front End 

Ring, Retaining, Generator Pulley 


Retainer, Grease, Drive End Plate 
Bolt, Frame Thru 

Washer, Lock, 1/4" 

Retainer, Front Bearing, Oil Seal Front 
Seal, Oil, Front Bearing, Front 


Bearing, Plate, Rear End 
Plate, Rear End 

Pulley, Generator 

Plate Assy., Drive, End 

Cup, Oil, lear End Plate Bearing 


Arm, Bett Adjusting, Prior to S/N 263844, 8N 
Washer, Lock, 3/8" 

Washer, Flat, 3/8” 

Nut, Hex, 3/8"-16 

Bolt, 3/8"-16 x 1, Arm to Bracket 


Piug, Plate, Rear End 

pacar Rear End, Plate Bearing 
Bracket, Generator Support 

Washer, Lock, 7/16" 

Nut, Hex, 7/16"-20 


Bolt, 7/16'-20 x 3.12, Bracket to End 
Bolt & L/Washer Assy., 1/4*-20 x 3/8" 


= 


~-—NOw NOM 


C2AF-10120-A 


=-pn— 


9N-10122 
9N-10128-B 


saree er ae 


9N-10138-C 
B-10141-A 


8N-10145 


ae 


16-10146 
18-10147 
8N-10151-A 


aaa 


pm 


No Longer Serviced 
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FIG. 11B1- GENERATOR & RELATED PARTS (3 BRUSH) 8N PRIOR TO S/N 263844 - 1948/49 


1-129 
FORD NEW HOLLAND 
PARTS CATALOG 


FIG.11B1- | GENERATOR & RELATED PARTS (3 BRUSH) - 8N PRIOR TO S/N 263844 - 1948/49 


[REF TFN [PARTNUMBER [FINS YRISN Ory | DESCRIPTION, 


Ring, Generator, Front Bearing Stop 
Bracket, Belt Adjusting 

Coil Assy., Field, Used W/8N-10005 
Bolt, Belt Adjustment 

Nut, Hex, 3/8"-24 


Pin, Cotter, 3/32" x 3/4° 
Spring, Belt Adjusting 
Bracket, Belt Adjusting Head 
Clamp & Bracket Assy. 
Washer, Lock, 5/16" 


Nut, Hex, 5/16°-24 

Nut, Belt Adjusting Shoulder 

Bolt, 5/16"-24 x 1.87, Clamp 

Insulator, Housing Term Screw, Outer 
Insulator, Housing, Term, Screw, inner 


11A-10211-B Screw, Housing Term 

8N-10212 Seal, Oil, Front Bearing, Rear 
Retainer, Front Bearing, Oil Seal 
Washer, Flat, #10 

Washer, Lock, #10 


Nut, Hex, #10-32 


43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 


» 
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FIG. 11B2- GENERATOR ASSY. & RELATED PARTS - (2 BRUSH) - 9N,2N 
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FIG.11B2- | GENERATOR ASSY. & RELATED PARTS - (2 BRUSH) - 9N,2N 


PARTNUMBER [FNS [YARN —TOTY] DESCRIPTION 


8N-10000-BLPR 1939/47 Generator Assy., Prior to S/N 263844 

9N-10005-C 1939/47 Armature Assy., ‘Generator, Used W9N-10175-C 
68-10044 5 1939/47 Screw, Generator Pole Piece 

8N-10050 , 1939/47 Plate Assy., Generator, Rear End 

40-1005 1939/47 Holder, Generator Brush 


40-10057 1939/47 
9N-10069-B 1939/47 
18-10088 1939/47 

1939/47 
E27N-10094-B 1939/47 


18-10120-A Bolt, Frame Thru 
Washer, Lock, 1/4” 
9N-10128-B Bearing, Plate, Rear End 
9N-10130-B Pulley, Generator 
4939/47 Key, Woodruff, 5/32" x 5/8" 


1939/47 Washer, Lock, 11/16” 
351124-S 1939/47 Nut, Hex, 6689-20 
8N-10138-A 1939/47 Plate Assy., Drive End, Used-W/8N-10000-B 
B-10141-A 1939/47 Cup, Oil, Rear End Plate 
8N-10145 1939/47 Arm, Bett Adjust, BSN 263844 


1939/47 Washer, Lock, 3/8” 

1939/47 Washer, Flat, 3/8" 

1989/47 Nut, Hex, 3/8°-16 

1939/47 Bolt, 3/8"-16 x 1, Arm to Bracket 
18-10146 1939/47 Plug, Rear End Plate 


18-10147 1939/47 Wick, Rear End Plate Bearing 
8N-10151-A 1939/47 Bracket, Generator Support 

1939/47 Washer, Lock, 7/16" 

1939/47 Nut, Hex, 7/16°-20 

1939/47 Bolt, 7/16"-20 x 3,12, Bracket to End 


1939/47 Bolt & Lockwasher, 1/4'-20 x 3/8" 
1939/47 ou aes oni Stop, Used WIEZ7N-10094-B 
1939/47 Bracket, Belt Adjusting 
1939/47 Coil Assy., Field, Used WI9N-10005-C 

2N-10176-A 1939/47 Bott, Belt Adjusting 


No Longer Serviced 


= 


Sorin. Used Pea 10069-B & 40-10043 
Generator, Main, Used W/9N-10000-B 
Beant Generator 


Locating 
Screw, 1/4*-28 x 3/8", Brush to Plate 
Bearing, Generator, Front End 


DOr -on— 
== M9080 Wana 
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FIG. 11B2- GENERATOR ASSY. & RELATED PARTS - (2 BRUSH) - 9N,2N 


: 42 
40, 41, 
43 
assy 39 
1939-47 
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FIG. 11B2- | GENERATOR ASSY. & RELATED PARTS - (2 BRUSH) - 9N,2N 


[REF _[FN[ PARTNUMBER | FINS | YARN _[GTY] DESCRIPTION 


Nut, Hex, 3/8"-24 

Pin, Cotter, 3/32" x 3/4" 

Spring, Belt Adjusting 

Bracket, Belt Adjusting Cylinder Head 
Clamp & Bracket Assy. 


Washer, Lock, 5/16” 

Nut, Hex, 5/16*-24 

2N-10180 Nut, Belt Adjusting Shoulder 

Bolt, 5/16"-24 x 1.87, Clamp 
81A-10206 Insulator, Housing Term Screw, Outer 


81A-10208 Insulator, Housing, Term Screw, Outer 
11A-10211-B Screw, Housing Term 

Boit, 5/16"-24 x 1.87", Clamp 

Washer, Lock, #10 

Washer, Flat, #10 


Washer, Lock, 1/4" 
Nut, Hex, #10-32 
Nut, Hex, 1/4"-28 
Nut, Hex, #10-32 


SB2S e&S55 


* 


No Longer Serviced 
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FIG.11B3- | GENERATOR ASSY. & RELATED PARTS - (2 BRUSH) - 8N AFTER S/N 263843 


PART NUMBER | FINS | YRISN [QTY | DESCRIPTION 


8N-10001-LPR 1950/52 1 ne aes SIN 263843, 8N 
FAA-10005-BR 1950/52 1 ., Generator, Replaces FAA-10005-B 
Aised WI8N-10175-A & W/81A-10175-A 
8N-10050 1950/52 Plate Assy., Rear End 
1950/52 Holder, Generator Brush 
91A-10057 1950/52 


Spring, Brush, Used W/FAA-10069-A 
FAA-10069-A 1950/52 tor, Main 


1950/52 peal 1/4" 28 x 38, Brush Plate 
18-10088 1950/52 Dowel, Locating 
65391 1950/52 Bearing, Generator, Front End, Replaces 7RA-10094-A 


C2AF-10120-A 1950/52 Bott, Frame Thru 
1950/52 Washer, Lock, 1/4" 
78-10128 1950/52 Bearing, Rear End Plate 
8N-10130-A 1950/52 Pulley, Generator 
8N-10138-B Plate Assy., Drive End, Used W/8N-10001-R 


B-10141-A Cup, Oil, Rear End Plate 

18-10146 Plug, Rear End Plate 

18-10147 Wick, Rear End Plate Bearing 
8N-10151-C Bracket, Generator Support 

Pin, 1/4" x .50, Bracket to Generator 
Washer, Lock, 1/4" 


Screw, 1/4"-20 x .75, Band to Bracket 
Washer, Lock, 1/2" 

Nut, Hex, 1/2"-13 

Bott, 1/2"-13 x ae Support to Bracket 


—~rp-hPp num 


=a ap 


aoa see 


PBB 


Washer, Lock 


Washer, Fiat, 3/8 

it a 6 Ais tae Cover 
ing, Fron 

Col Assy. Field ie 

Washer, Lock, #8 


Screw, #8-32 x .18, Coil to Brush 
Key, Woodruff, 5/32" x 5/8" 
Washer, Lock, 11/16" 

Nut, Hex, .6689-20 


O1A-10163 
8N-10175-B 


1 
1 
1 
2 
2 
2 
1 
4 
1 
1 


SRBSS BRBNSR 


areere Sy 


* | 351124-S 
No Longer Serviced 
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FIG.11B3- GENERATOR ASSY. & RELATED PARTS - (2 BRUSH) - 8N AFTER S/N 263843 


PREF [FN [PARTNUMBER FINS | YRISN | TY | DESCRIPTION 


4950/52 tnsulator, Housing, Terminal Screw, Outer 
1950/52 Insulator, Housing, Terminal Screw, inner 
11A-10211-B 1950/52 Screw, Housing Terminal 

1950/52 Washer, Lock, #10 

1950/52 Washer, Flat, #10 


Nut, Hex, #10-32 
Nut, Hex, #10-32 
Washer, Flat, 1/4" 
Washer, Lock, 1/4" 
1950/52 Nut, Hex, 1/4"-20 


1950/52 Screw, Pole Piece 

1950/52 Bracket, Generator Mounting 

1950/52 Washer, Lock, 7/16" 

1950/52 Nut, 7/16°-14-20 x 1.25, Bracket to Cylinder Block 


£ 8288S BLSRE 
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FIG.11C1- STARTER MOTOR & RELATED PARTS - 9N,2N,8N 


Sh 
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FIG.11C1- | STARTER MOTOR & RELATED PARTS - 9N,2N,8N 


[REF [FN | _PART NUMBER DESCRIPTION 


68-10044 1999/52 Screw, Starter Pole Piece 
18-10088 1939/52 Dowel, Starter Frame Locating 
18-10142 1939/52 Band, Starter Motor Cover 
Nut, Square, #10-32 
Screw, Round Hd., #10-32 x 1.25, Cover Band 
8N-11001-R 


Starter Assy. 
D1AZ-11059-A Armature Assy., Starter, Replaces D1JF-11005-AA 


18-11036 Washer, Starter Armature Thrust 

CBAF-11050-A Plate ag ler Motor Brush End 
Washer, Flat, 5/16", To Adjust thru Bolt Length 

Screw, Flat Hd., #10-32 x .50, Brush to Frame 

DIAF-11059-AA 52 alg diode Motor Brush 

FAC-11083-A Coil, Starter Field, LH. 

18-11085 Coil, Starter Field, R.H. 


18-11094 Bolt, Starting Motor Thru 

Washer, Lock, 5/16" 

Wesher, Fat, 5/16", Starter Field Terminal Insultor, Fibre 
Washer, Flat, 5/16", Starter Fed Terming insutator- Steel 
C7NF-11102-A 3 Terminal, Starter Field 

Washer, Lock, 5/16” 

Nut, Hex Jam, 5/16"-24 


18-11107-B Phar Starter Frame to Coil, Inner 


wo NOMhonw— 


Ring, Starter Drive Pinion & Barrel Retum 
Plate, Starter Drive Spring Anchor 

Ring, Lock, Starter Spring 

Spring, Starter Drive 


Wathen Lock #10 
Nut, Hex, #10-32 
Screw, #10-32 x .31, Relay to Starter Frame, 8N 
Bearing, Starter Brush End Plate 
Bar, Starter Solenoid to Starter 
Kit, Starter Brush 
Includes: Ref. 39 & 40 
Brush 


Brush 


21 
22 
2 
23 
24 
3 
26 
27 
28 
29 
30 
31 
32 
33 
Kes 
35 
% 
wv 
38 


(1)- Refer to Service Bulletin 5-72, 13T 
*. No Longer Serviced 
AR- As Required 
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FiG.11D1- DISTRIBUTOR & COIL ASSY. - 9N,2N,8N - BEFORE S/N 263844 
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FIG.11D1- DISTRIBUTOR & COIL ASSY. - 9N,2N,8N - BSN 263844 


[REF [FN | PART NUMBER FINIS DESCRIPTION 


APN-12000-A 1 Kit, Point & Condenser 
Includes: Ref. 1 Thru 2 

AONN-12300-A 1 Condenser 

1 Washer, Lock, #8 

1 Screw, #8-32 x 1/4" 


Kit, Distributor Point, Replaced by AONN-12107-A 
Kit, Distributor Point, Ventilated 


1 
1 
1 Coil Assy., Ignition 
1 Washer, Lock, #8 


1 | Nut, #8-32, Primary Post, 9N,2N 

1 Washer, Lock, #10 

1 | Nut, #10-32, 8N 

1 | Screw, Round Hd.,#10-32 x 1/2", Coil to Strap 
9N-12100 1 | Distributor Assy. 


9N-12104 Kit, Distributor Gasket 
Includes: Ref. 5 thru 8 
91A-12114 Gasket, Terminal Housing 
QN-12143 Gasket, Distributor Base 
QN-12140-A 999/50 Gasket, Distributor Coil 
9N-12276-B Cover, Distributor Breaker, Use W/9N-12106-C 
9N-12276-A Cover, Distributor Breaker, Use W/9N-12106-B 


9N-12106-C cag Md Distributor Terminal 
9N-12133 Wick, Distributor Shaft 
ain Se cary ty 
ow. Glam, Temningl Housing 

12144 ‘ermini 
B-12145 Rivet, Terminal Clamp 


91A-12146 


Spring, Base 
= Vert, 9N,2N 
Screw. Distributor to Front Cover 


Screw & Lockwasher, #8-32 x .19", Breaker to Plate 
Screw & Lockwasher, #6-32 x .31" 
‘ Hosoi Breaker 
91A-12159 Screw, Primary Contact 
Washer, Lock External Tooth, #8 
352456-S8 u Washer, Flat, .187°1.D. 


No Longer Serviced 
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FIG. 11D1- DISTRIBUTOR & COIL ASSY. - 9N,2N,8N - BEFORE S/N 263844 
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FiG.11D1- | DISTRIBUTOR & COIL ASSY. - 9N,2N,8N - BSN 263844 


[REF [FN ] PARTNUMBER FINS | _YRISN DESCRIPTION 


Cam & Weight Assy., Distributor Shaft 
includes: Ref. 25 & 26 
Washer, Retainer, Cam 
Retainer, Cam 

Screw & Lockwasher 


Weight Assy. 

Rotor Assy. 

Retainer, Weight 

Kit, Tune-Up, Gasoline 
Includes: 


ll 
et, Termi i 
Gasket, Distributor Base 
Gasket, Coil 

Cover, Breaker 


Plug, Spark, Replaces CONF-12405-A 


Ls] 
= 


S88 BR 


Rotor Assy. 
*- No Longer Serviced 


AR- As Required 
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FIG. 11D2- DISTRIBUTOR - 8N AFTER S/N 263843 
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FIG. 11D2- DISTRIBUTOR - 8N ASN 263843 


[REF TFN | PART NUMBER FINIS DESCRIPTION 


CPN-12000-A 1950/52 Kit, Point & Condenser 

Includes: Ref. 1 & 2 

D8NN-12171-AA 1950/52 Arm & Bott Assy., Replaces FAA-12177-A 
§7683-S36 1950/52 ‘Screw & Lockwasher, #8-32 x.19", Replaces 355047-S7 
FET-12300-A, 1950/52 Condenser Assy. 


NCA-12106-A 1950/52 on Assy., Distributor Terminal 
Sorew & Lockwasher, Fillister Hd., #8-32 x 38" 
Breaker Plate to Distributor Base 
8N-12127-B 1950/52 Distributor Assy., L/Terminal Housing & Rotor 
1950/52 Washer, Lock, 5/16” 
1950/52 Washer, Flat, 5/16* 


1950/52 Bolt, 5/16"-18 x .62", Distributor to Front Cover 
1950/52 Base Assy., Distributor 

Includes: Ref. 9 thu 11 
1950/52 


1950/52 
1950/52 


1950/52 Clamp, Distributor Terminal Housing 
Rivet, Distributor Terminal Clamp 
Plate Assy., Distributor Breaker 
Shaft Assy., Distributor 

Can & Weights 


Retainer, et Rit 
Washer, Thi és 
Collar, "bisttbutor Shalt 
Rivet, 1/8" x 13/16" 


Rotor Assy. 


Conductor, Primary 
Washer, Lock, #6 
Nut, #6-12 
Washer, Flat, #10 
Nut, Hex, #10-32 


Screw, #10-32 x 84" 


8N-12213 
7RA-12233 ing 
TRA-12234 Insulator, Primary Terminal 


SBBN SRRBB 


(1)- Dealer Has to Drill Hole in Shafi 
*- No Longer Serviced 
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FIG.11D2- DISTRIBUTOR - 8N ASN 263843 


[REF | FN | PART NUMBER FINIS DESCRIPTION 


Am Assy., Distributor Timing 

Nut, Square, 1/4*-20 

Bolt, 1/4"-20 x 1-1/4" 

Gear, Distributor Driven 

Rivet, 1/8° x 11/16", Gear to Shaft 


Kit, Tune-Up, Gasoline 
Includes: 
Kit, Point & Condenser 
Plug, Spark 
Rotor Assy. 
Spring, Clip 


Kit, Dust Seal, Details Not Available 
Kit, Dust Seal, Used W/3N-12261-A 


8N-12324-A 
*. No Longer Serviced 


AR- As Required 
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FIG. 11E1 - MAGNETO & DRIVE ASSY. - 2N 


PREF [FN [PARTNUMBER FINS | YRISN_| QTY | DESCRIPTION 


Gasket, Distributor Base, Used as Mag. Lower Housing Gasket 
Se DMD eee Co On Coe ne 
Washer, Lock, 5/16” 

Magneto Assy. . 

Gasket, Magneto Drive, Used W/2N-12600 


Plate Assy., Magneto Drive Adaptor, Use W/2N-12500 
Housing Assy., Magneto Drive, Upper, Use W/2N-12500 
Washer, Flat, 3/8" 

Bolt, HH, 3/8"-16 x 1" 

Bolt, 3/8"-16 x 1.25, Upper Housing to Magneto 


Gear, Magneto Drive, Matched Set, Used W/2N-12500 
Includes: 


SeEOnae Akon 


Busha, Pl ge Lower Magna Dive, Use W/2N-12500 


Bushing, Magneto Drive Shaft, Upper & Lower 
inp le Drive, Use W/2N-12500 


Drive, Ol Reservorr, Use W/2N-12500 
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FIG. 11F1- STARTER SWITCH & BUTTON - SN AFTER S/N 12499, 2N 
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FIG. 11F1 - | STARTER SWITCH & BUTTON - 9N ASN 12499, 2N 


[REF [FN | PART NUMBER [_FINIS | YRISN [QTY | DESCRIPTION 

Switch Assy., Starter Push, BSN 12500, 9N 
9N-11450-B Switch Assy., Starter Push 
9N-11467 Gasket, Starter Switch, Used W/9N-11450-B 
9N-11506 Switch 
9N-11512 


2N-11515 
B-12410 


1 
2 
3 
4 
5 
6 
7 
8 
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FIG. 11G1- LIGHTING KIT & WIRING - 9N,2N 
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FIG. 11G1-  UGHTING KIT & WIRING - 9N,2N 


PREF TFN [PARTNUMBER [FINS YR/SN__| QTY | DESCRIPTION 


9828014 1939/47 1 | Knob, Light Switch, Used W/9N-11652 & 11652-B, 
Replaces 9N-9703-B 
ON-11652-B 1939/47 Switch Assy., Light, Use W/ON-11671, 9N,2N 
1939/47 Wiring Assy., Switch to Headlamp 
1939/47 Clip, Wiring 
1939/47 


1939/47 
1939/47 
1939/47 
1939/47 


1939/47 
1939/47 
1939/47 
1939/47 
1939/47 


Ba- 


Nut, 3/8"-24, Bottom instrument Pane/ 
Bracket, Switch 


Reflector, Headlamp 
Spring, Reflector Retain 
Door Assy., Headlamp 
Lens, Headlamp 
Spring, Lens Retaining 


Socket & Wire Assy. 
Reinforcement, Bracket 
Wire Assy., Ground 
Lens, Rear Lamp, White 
Door, Rear Lamp 


1 
1 
2 
2 
2 
2 
2 
2 
2 
2 
2 
1 
2 
1 
1 


Bracket, imp. Lamp, R.H. 
Bracket, Imp. Lamp, LH. 


Bracket, Headlamp, Round, Replaces 8N-13472 
Connector & Sleeve 


Fuse, Light 
Bolt, Hex, 5/16"-24 x 1/2* 
Washer, Lock, 5/16" 


Washer, Flat, 5/16" 

Nut, Hex, 1/2"-20 

Screw, Fillister Hd., #8-32 x 3/4" 
Nut, Square, #8-32 


RBBB 
cee as oh 


9N-13471-B 


EONN-13A097-AA 
FDT-14487-B 
B-14526 


BBLS BSRSR 
NVYNN YVwR=Bpw 


i 
: 
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FIG. 11H1 | - LIGHTING KIT & WIRING - 8N 
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FIG. 11H1- LIGHTING KIT & WIRING - 8N 


PREF [FN [PARTNUMBER | FINS | YRISN | GTY | DESCRIPTION 


Knob, Light Switch, Replaces 9N-9703-B 
Wiring Assy., Switch to Headlamps 
Wiring Assy., Switch to Headlamps 

Clip, Wiring 

Switch, 


Lighting 
Washer, Lock, a8" 
Nut, 3/8" -24, Instrument Pane! 


Headlamp Assy. 
Washer, Lock, 1/2" 
me 1/2"-20, Headlamp to Hood 


Clip, Wire, Replaces 354307-S32 
Door ka lamp 
Door Assy., Headlamp, Use W/310066 & 310067 


Socket & Wire Assy. 
Reinforcement, Headlamp 
Wire Assy., Ground 


* 


ar een ener 


ODOnND nNhon-— 


= 
= 
—nmnrnrwrmrnr 


CONN-1 3045-B 


D2NN-13A006-A 
FAA-13102-A 


rrerere <r crc 


Lens, Rear Lamp, i 

Gasket, Rear Lens 

Gasket, Rear, Use WPDV- 13448-A 

Door, Rear Lamp 

Bracket, Impl. Lamp, R.H. 

Bracket, rhe Lamp, LH. 

Bracket, Headlamp, Round, Replaces 8N-13472 


On Assy., Switch to Rear Lamp 
, Wii 

Clip, eer Lamp 

Clip, Wire to Fender 

Bulb, Rear Lamp, 6 Volt 
Connector & Sleeve Assy., Wiring 
Wiring Assy., Light Switch, 11° 


1 
1 
1 
1 
1 
1 
2 


RIRLS 


2SB8NRR 
aBaauws- 


Nut, Hex, 7/16"-20 
Washer, Lock, 7/16" 


Screw, Fillister Hd., #8-32 x 3/4" 
Screw & Washer, Hex, 1/4°-28 x 1-1/2" 
Bolt, Carriage, 7/16"-20 


SSRSeRe 
ene 


888 
=n 
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FIG. 11J1- | ELECTRICAL WIRING & RELATED PARTS - 9N,2N,8N - BEFORE S/N 26384 


SEE FIG. 111 
SEE FIG. TIFT 
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FIG. 11J1- ELECTRICAL WIRING & RELATED PARTS - 9N,2N,8N - BSN 263844 


PREF [FN | PARTNUMBER | FINS | YRISN [ary | DESCRIPTION 


8N-10000-BLPR 1 
8N-3679-C 
356095-S2 


9N-3685-B 
8N-10500 
BONN-10505-A 


1 
1 
AR 
1 
1 


Bolt, HH, 5/16°-18 x .75, Cut-Out to Battery Support ip 
Straight Poca 

Regulator —. neral Voltage, 8N 

Nut, Tee, 1/4*-20 

Nut, Hex, 1/4"-20, Bracket fo Voltage Regulator, 9N,2N 

Washer, Lock, 1/4" 


“Regulator to Aguiar Mounting Bracke 

gulator to ul t 

Insulator, Cut-Out Terminal, ON2N 

Bracke Peg Hau, Use WN 

Battery, Dry Charge, 6V, 80 Amp, 9N,2N,8N 
Replaces D8NN-10657-SA 


Battery, Dry at ev 6V, 53 Amp, 9N,2N,8N 
Replaces D8NN-10657-NA 
poy bracts & eCovet Assy., 8N 
Plug, Battery Fille 
Clamp, Battery Hold-Down, 9N,2N 
insulator, Battery Strap, oN 


Bar, Battery Camp Hold-Down, RH., Used W/SN-10748, 9N 
Bar, Battery Clamp Hold-Down, 9N,2N 
, Battery Clamp Hold-Down, R.H., 8N 
Washer, lock 5/16" 
Nut, Hex, 5/16"-24 
Nut, 5/16"-24, Hold-Down Bar to Battery Cover 


idan Segara NORE cm 
Support Assy., Battery, 8N 
Baers 5 Baty Supatt Teremisson 
Xx 
to Cylinder Block, 8N 


Bot, HH, 7/16*-14 x 1", Battery Supporto instument Panel 
Support to Lower Straight Gear Housing, 8N 


Support Assy., Batt 

Bo Gn 6 et 2 gp TosBO AN 

Plate, Battery Cover, 9N,2N 

Bar, Battery Camp Hold-Down, LH. Use W/9N-10728-C, SN 
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FIG. 11J1- | ELECTRICAL WIRING & RELATED PARTS - 9N,2N,8N - BEFORE S/N 26384 


SEE FIG. t1CI 
SEE AIG. TIFT 


SEE MG. Iter 
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FIG.11J1- ELECTRICAL WIRING & RELATED PARTS - 9N,2N,8N - BSN 263844 


[REF [FN [PARTNUMBER | FINIS|_YRISN__| QTY | DESCRIPTION 


8N-11113 Cover, Starter Switch Terminal, 8N 

8N-11115 Cover, Starter Control Wire Terminal, 8N 
8N-11500 Switch Assy., Starter Push, 8N 

351217-S Washer, Lock, Extemal Tooth, 3/4* 

Nut, Hex, 3/4"-16, Switch to Transmission Cover, 8N 
Screw & Washer, #8-32 x .25, Wire to Switch, 8N 


8N-11518-A Bar, Starter Solenoid to Starter Bus, Optional WIB, 8N 
8N-11518-B Bar, Starter Solenoid to Starter Bus, Optional W/A, 6N 
Washer, Lock, 5/16" 

Nut, 5/16", Bar to Relay, 8N 


Gasket, Starter Switch, 8N 


, Lock, #8 
Nut, #8-32, emery Fes LAN 
Washer, 
Nut, #10-32, erny Post 
Nut, #10-32 


Screw, Round Hd., #10-32 x .50, Coll to Strap, 8N 


fuer Dlarbtbr Spek Pg Wee, omnes 
Resistor Assy., Ignition Col ON SN,2N 
Resistor Assy., Ignition Coil, Use W/9N-12024 


Resistor Assy., Ignition Coil, 

Use W/9N-12024, SNAN, BSN 263844 
Nut, #8-32, ne Wen EN 
x se fit Plug Wire, 9N,2N 


FDS-12113-A . isi. Replaces 2N-12113 


27 
28 
2 
2 
29 
30 


Wire, #4 

a th pri Plug Wire, Use 9N-12259-A 
pry Replaces 2N-12113 
Wire, #2 
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FIG. 11u1- | ELECTRICAL WIRING & RELATED PARTS - 9N,2N,8N - BEFORE S/N 26384 


SEE PIG. 111 
SEE FIG. TFT 


SBE FIG. ICI 
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FIG. 11J1- ELECTRICAL WIRING & RELATED PARTS - 9N,2N,8N - BSN 263844 


PREF [FN [PARTNUMBER | FINIS [| YR/SN_| QTY | DESCRIPTION 


9N-12283 
9N-12283 


2N-12284 
9N-12286 
QN-12287-A 
9N-12287-B 


AL7C 
A00-12405-A 


01A-12410-A 


SS GRRE LBBRBE 


883 


9N-14300-C 


8N-14300-B 


DINN-14301-H 
FAE-14301-8 
2N-14305 


38 
39 
40 
4 
42 
42 
42 
8 
8 


91A-10882 
C7NN-14321-A 


9N-14401-B 
9N-14401-C 
2N-14401 

8N-14401-B 


*. No Longer Serviced 


1939/47 
1939/47 
1942/43 
1948/50 


1939/50 
1939/50 


1939/50 
1939/42 
1940-47 


1948/50 


1939/50 
1939/50 


1939/50 
1939/47 


1948/50 


1939/47 


Plug #1, 17-172, BN 


Piug, Spark, Replaces CONF-12405-A 
Plug, Spark, 9NAN,2NAN,8NAN 


21" Long 


Cable 10 Starter Swatch or , 10-12" 
ae se 
Nut, Hex, 5/16"-18 

Bolt, 5/16"- Peake aro ent a 
Bolt, 5/8"-18 x 1.25, aaKiie 


Wiring Assy,, Generator to 
Use W/8N-10000-B 

Clip, Wiring 

Connect Asy- an Swit Regier, NN 

Wiring Assy., Main, 9N,2N : 

Wiring Assy., Main, 9N,2N 

Wiring Assy., Main, 2N 


Witing Assy., Main 
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FIG. 11J1- ELECTRICAL WIRING & RELATED PARTS - 9N,2N,8N - BEFORE S/N 26384 


SEE FIG. 1G 
SEE FIG, TIFT 


SEE FG. 3c) 
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FIG.11J1- | ELECTRICAL WIRING & RELATED PARTS - 9N,2N,8N - BSN 263844 


[REF [FN [PARTNUMBER | FINIS | _YRISN | QTY | DESCRIPTION 


Ciip, Pitman Arm Cover, 8N, BSN 263844 

Clip, Battery Bracket, 8N 

Clip, Instrument Panel Brace, 8N 

Clip, Instrument Panel Support Bracket, 8N 
Cable Assy., Switch to Starter, 9N BSN 12500 
Cable Assy., Switch to Starter, 9N ASN 12499, 2N 


Wire Assy., ignition Switch to Junction Terminal & 
Reservoir Coil, 9N,2N 

Kit, Lighting Circuit Fuse 
Includes: 
Fuses 


Bracket, Spark Piug Wire, Use W/9N-12278 
Wr Assy., Voltage Regulator to Generator Armature, 8N 
Grommet, Starter Switch Lead, 8N 

Nut, 5/16"-24, Use W/352924-S8, 8N 


Gasket, Replace CS5NN-13N309-A 
Flasher, 5 Vo! 


Washer, Lock, 7/16" 
Nut, Hex, 7/16"-20 
Bolt, Carriage, 7/16"-20 x .88, Special 


Washer, Lock, #10 
Nut, #10-32 
Washer, Lock, 1/4" 
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FIG. 11J2- | ELECTRICAL WIRING & RELATED PARTS 8N ASN 263843 
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FIG. 11U2- ELECTRICAL WIRING & RELATED PARTS - 8N ASN 263843 


[REF TFN [PARTNUMBER "| FINS | _YRISN_[ QTY | DESCRIPTION 


1 1950/52 1 | Lock & Wire Assy., Ingnition, W/2 etka 
‘J 1950/52 1 | Nut, Hex, 13/16"-20, Lock to Steering Gear 
1950/52 AR | Key, Ignition, Universal Series 1053 
1950/52 1 | Generator Assy., L/Bracket, See Fig 11B3 for Detail 
8N-10151-C 1950/52 1 Bracket, Support, See Fig. 11B3 for Detail 


8N-10505-C 1950/52 1 Regulator Assy., General Voltage 
Nut, Tee, 1/4"-20 
Washer, Lock, Intemal Tooth, 1/4" 
1950/52 Screw, 1/4*-20 x .75, 
Regulator to Regulator Mounting Bracket 


F220 1950/52 Battery Assy., Dry Charge, W/Electrolyte, 6 Volt 
1950/52 Battery Assy., Wet, 6 Volt 

NCA-10718-A 1950/52 Clamp, Battery 

D6NN-10720-A 1950/52 Plug, Battery Filler 

8N-10728 1950/52 Bar, Battery Clamp Holddown, R.H. 


Washer, Lock, 5/16" 
350990-S8 Nut, 5/16"-24, Holddown Bar to Battery Cover 
352924-S8 ONiBationy Supmor BN 10732, NAA TOTS2 
Watt port 8N-10732, NAA- pee &C 
350996-S2 Nut, sient iy "Used W/352924-S8 Bo! 
Battery Support Assy. 


Washer, Lock, 7/16" 
Bolt, HH, 7/16” Sean 25, 


oatey to Transmission to Cyfinder Block 
Bolt, HH, 7/16"-14 x 1, 


Battery Support to Instrument Panel Support 
to Lower Steering Gear Housing 


8N-11001-R Starter & Drive Assy., See Fig. 11C for Detaiis 
8N-11113 ‘ Cover, Starter Switch Terminal 

8N-11115 Cover, Starter Control Wire Terminal 
8N-11450 Relay Assy., Starter 

8N-11500 Switch Assy., Starter Push 


951217-S Washer, Lock, Extemal Tooth, 3/4° 
Nut, Hex, 3/4°-16, Switch to Transmission Cover 
| Screw & Washer, # 8-32 x .25, Wire to Switch 
8N-11518-A Bar, Starter Solenoid to Starter Bus, Optional WB 
8N-11518-B Bar, Starter Solenoid to Starter Bus, Coronal Wik 


8N-11529 
E8TF-12029-BA 


Nut, 082 Primary Post 
10-32 
Screw, Round Hd., #10-32 x 50, Coil to Strap 
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FIG. 11J2- | ELECTRICAL WIRING & RELATED PARTS 8N ASN 263843 


1-167 
FORD NEW HOLLAND 
PARTS CATALOG 


FIG. 11J2- ELECTRICAL WIRING & RELATED PARTS - 8N ASN 263843. 


[REF [FN [PARTNUMBER | FINS | YR/SN | QTY | DESCRIPTION 


* | 8N-12043 1950/52 1 | Strap, ignition Coil 
Screw & Washer, HH, 5/16"-18 x .50 

Strap & Coil to ‘Cylinder Block 
NCA-12106-A 1950/52 Housing, Distributor Terminal, See Fig. 11D2 
8N-12112-B 1950/52 Bracket, Ignition Coil Mounting 


FDS-12113-A 1950/52 Insulator, Distributor Spark Plug Wire 
8N-12127-B 1950/52 Distributor Assy., L/Terminal Housing & Rotor 
Washer, Lock, 5/16" 
Washer, Flat, 5/16" 

1950/52 Bott, 5/16*-18 x .62", Distributor to Front Cover 
FAD-12152-A 1950/52 1 | Plate, Distributor Breaker, See Fig. 11D2 


8N-12259 1950/52 Kit, Spark Plug Wire 
Includes: 
FDS-12113 Aulator 

Wire, #3 

Wire, #2 

Wire, #4 

Wire, #1 

Wire, Coil 


Retainer, Ignition Wire 
Wire Assy., 19-1/2", Distributor to Sok Pg #3 


Wire Assy., Distributor to Spark 
Wire Assy., 24-1/4", Shae: 
Wire Assy., 11-1/2", Distributor to Spark Phug # 1 


39 
40 
4 
42 
8 
44 
4s 
4 
4 
47 


O1A-12410-A 


7RC-14197 Clip, instrument Panel Brace 
7RC-14197 Clip, Hood Top Reinforcement 
9N-14300-C Cable Assy., 21" Long 

Battery to ‘Starter Switch or Relay 
8N-14300-B Cable Assy., 10-1/2" Long, 

Battery to Starter Switch or Relay 


Washer, Lock, 5/16" 

Nut, 5/16"-24, as tee Calle Seng Man ay 
Nut, Hex, 5/16°-18 

Nut, Hex, 5/8°-18 

Bolt, 5/16°-18 x 1.25, Cable Terminal to Battery 
Bott, 5/8°-18 x 1.25, Ground Terminal to Battery 


Strap Assy., Battery to Ground Cable Assy. 
Wre Assy., Low Tension, 7" Long, Col to Distributor 
Cover, Starter Cabie Terminal 

Main Wiring Assy. 


& &8&& 


ASH SSRBRLS 
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FIG. 11J2- | ELECTRICAL WIRING & RELATED PARTS 8N ASN 263843 
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FIG. 11J2- | ELECTRICAL WIRING & RELATED PARTS - 8N ASN 263843 


PREF [FN | __PART NUMBER DESCRIPTION 


356668-S32 1950/52 Clip, Pitman Arm Cover 

1950/52 Clip, Hood Side Panel Mounting Bolt 
SNNN-14448-A 1950/52 Block Assy., Electric Wiring Junction 
B-14526 1950/52 Kit, Lighting, Circuit Fuse 
Includes: 
B-14526 1950/52 Fuses 


8N-14596 1950/52 Wire Assy., Voltage Regulator to Generator Armature 
1950/52 Grommet, Starter Switch Lead 
CHPN-13N310-A 1950/52 


DENN-13N309-B Gasket, Replaces CSNN-13N309-A 
309792 Flasher, 6 Volt 


Washer, Lock, 7/16" 

Nut, Hex, 7/16"-20 

350804-S36 Bolt, Carriage, Special, 7/16°-20 x .88 
1950/52 Washer, Lock, # 10 

1950/52 Nut, # 10-32 

1950/52 Nut, 5/16"-24 

1950/52 Screw, Hex, # 10-32 x 3/8" 
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FIG. 12A1- PROOFMETER & RELATED PARTS - 8N AFTER S/N 290271 
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FIG. 12A1 - | PROOFMETER & RELATED PARTS - 8N ASN 290271 


[REF [FN | PARTNUMBER [FINS | YRISN | QTY | DESCRIPTION 


Proofmeter Assy., Miles 

Proofmeter Assy., Kilometers 

Cable Assy., Proofmeter 

Shaft Assy., Proofmeter Cable 

Cover, Governor Proofmeter Opening, Use W/8N-18204-8 or C 
W/O Proofmeter 


Bracket, Proofmeter Mounting 

Gasket, Govemor Proofmeter Opening Cover, 
Used W/8N-17370 

Washer, Proofmeter Shaft Return, C-Type 


INDICATORS & GAUGES - 9N,2N,8N 


FAD-9273-A 1939/52 Indicator Assy., Oil Pressure 
AONN-10670-A 1939/52 Indicator Assy., Charge, Ammeter Assy., 
Replaces FAD-10850-A 
1939/52 Clamp, Ammeter Mounting 
Washer, Lock, #10 
1939/52 Nut, Hex, #10-32 
1939/52 Indicator Assy., Temperature, SNAN,2NAN,8NAN 


Clip, Indicator Gauge, 9NAN,2NAN,8NAN 
Piate, Heat Indicator Waming, 8NAN 


Bushing, Temperature Indicator Bulb 
Tube Assy., Oil Pressure Gauge, 9N,2N 
Tube Assy., Oil Pressure Gauge, 8N 


Elbow, Flared Footing, 1/4”, Tube to Bik Assy. 
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FIG.13A1- DRIVER SEAT & RELATED PARTS - 9N,2N,8N 


as PARTNUMBER J FINS | _YRISN_ | GTY | DESCRIPTION 


Assy., my 
Cushion, for Pan Seat 


Washer, Flat, 3/8" 

Nut, Lock, 3/8°-24 

Pin, 3/8" -24X7-7/1 6", Seat to Hinge 
Washer, Lock, 7/16" 

Nut, Hex, 76-20 


Bolt, Carriage, 7/16"-20 x 1.09, 9N,2N 
Used only W/9N-400 Seat to Spring 

Stud, 76 1420x1-98", Spring to Lit Cover, INN 

Spring, Seat Drivers, ON, 

Spring, Seat Drivers 


Nut, Hex, 5/16"-24 


Bott, HH, 5/16"-24 x .75, Hinge to Spring, 8N 
Bolt, HH, 5/16"-24 x .88, Hinge to Spring, 8N 
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FIG. 14A1- RUNNING BOARDS & RELATED PARTS - 8N 
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FIG. 14A1- | RUNNING BOARD & RELATED PARTS - 6N 


[REF [FN [PARTNUMBER T FINIS|_YRISN_| QTY | DESCRIPTION 


Bracket, seis Foe, Front 

Running Board, R.H. 

Running Boards, LH. 

Nut, Hex, 5/16"-24 

Bott, 5/16"-24 x..75, Running Board to Front Bracket & 
Rear Supports 


Washer, Lock, 5/16" 
SE aan 
14x11, a to 
or Differential Cover to Center Housing 
Support, Running Board, Rear, L.H. 


Bot, 7/16"-14x 1, Running Board Support to Shifter Plate 
or Differential Cover to Center Housing 
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FIG. 14B1 - SHEET METAL & RELATED PARTS - 9N,2N,8N 
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FIG. 14B1- | SHEET METAL & RELATED PARTS - 9N,2N,8N 


(REF [FN | PART NUMBER FINIS DESCRIPTION 


8N-9661 1948/52 1 Cover & Screw Assy., Air Cleaner, 8N 

Washer, Lock, 1/4° 

355924-S8 1948/52 Nut, 1/4"-28, Cover Assy. to Side Panel, 8N 
1948/52 Screen, Air Cleaner, Funnel, 8N 
1948/52 Funnel Assy., Air Cleaner, 

350991-S32 Nut, #14-A Speed 
1948/52 Screw, Pan Hd., #14-10 x .75, Funnel to Hood, 8N 


CONN-16312-A 1939/52 Fender Assy., Rear 

Washer, Lock, 5/8" 

Nut, Hex, 5/8"-18 

375651-S8 1939/47 Bolt, 5/8°-18 x 5.56, Fender to R.A. Housing, 9N,2N 
1948/52 Bolt, 5/8"-18 x 6.12, Fender to R.A. Housing, 8N 

8N-16600-A 1948/52 Embiem or Plate, Hood Front, Plate identification, 

Optional W/B, 8N 

1948/52 Emblem or Plate, Hood Front, Plate Identification, 

Optional W/A, 8N 


Oo NOnpon— 


371107-S7 1948/52 
1939/47 
1948/52 


Nut, Hex, 5/16"-24 
1939/52 Bolt, 5/16"-24 x .50, Hood Top to Side Panels 
1939/52 Panel Assy., Hood Side Front, Lower R.H. 


1939/52 Panel Assy., Hood Side Front Lower, LH. 
Washer, Flat, 7/16" 

Nut, Hex, 7/16"-20 

Bolt, 7/16"-20 x 1.12, Side Panels to Front Axle 
Washer, Flat, 5/16* 

Bolt, 5/16"-24 x .62, Side Panel to Radiator Grile 
Handle & Stud Assy., Hood Top Battery Cover 


Nut, Hex, 1/4"-20, Stud to Tongue 

Retainer, Hood Top Battery Cover 

Tongue, Hood Top Battery Cover 

Hinge, Hood Top Battery Cover 

Rivet, Tubular, tt 16"x 36, Hinge to Retum 
Rivet, 3/16" x 5/16", Hinge to Cover & Retum to Hood 
Bumper, Battery Cover to Hood Top 


aie Urge tk Lge Battery, Hinge Type 

x 

Bott, HH, 516-24 x .62, Tool Box Mounting, 8N 
Wrench, Open End, 11/16-1" 

Wrench, Open End, 7/16"-1/2 

Wrench, Open End, 9/16"-5/8" 

Wrench, Adjustable 


Grank, Stating, 25.22" Long ane 
Wrengh, Tapet Retum, p 
1948/52 Wend Toppet Pata H. Usa lnsed A Tap, 


26 BBNSRR 


1-178 
FORD NEW HOLLAND 
PARTS CATALOG 


1 
FORD NEW HOLLAND 
PARTS CATALOG 


88888 


SBRSRSSss 


1-89, 1-99, 1-101 
1-89, 1-99 


529 
530 
§31 
532 
533 
535 
539 
$40 
541 
543 
544 
545 
546 
547 
550 
551 
552 
553 
554 
$55 
560 
562 
563 
564 
565 
566 
567 
568 
573 
S77 
S79 
585 
588 
594 
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NUMERICAL INDEX 


3593 1-21 
1-21 

1-25, 1-29 

1-21, 1-25, 1-29 
1-21 

1-21 

1-21 

1-21 

1-21 

1-21 

1-23, 1-157, 1-165 
1-23, 1-165 

1-23 

1-25, 1-29 

1-33 


6513 (cont) 


1-43, 1-91, 1-83 
1-23, 1-93, 1-97 
93 


1-64, 1- 
1-61, 1-64, 1-121 


1-11, 1-13, 1-95 
1-96 


1-95 
1-95 
1-13 
1-11 
1-95 
1-95 
1-95 
1-97 
1-97 
1-97 
1-97 
1-71 
1-71 
1-103 
1-103 
1-27, 1-31 
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NUMERICAL INDEX 


1-109 
1-75, 1-171 
0 


161 

1-64, 1-115, 1-117 
1-61, 1-64 

1-111, 1-115, 1-117 


1-111, 1-117 


1-111, 1-115 
1-115 


4 
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1-117 | 10088 1-127, 1-131 | 11369 1-139 
9553 1-115 1-135, 1-139 
9558 1-115, 1-117 | 10004 1-127, 1-131 
9560 1-115, 1-117 | 10096 1-127 
9563 1-115, 1-117 | 10120 1-127, 1-131, 1-135 | 11375 1-139 
9564 1-111, 1-115 | 10122 1-127 | 11450 4-199, 1-151, 1-165 
9565 4-111, 1-115 | 10128 1-127, 1-131, 1-135 | 11467 1-151 
9568 4-111 | 10130 4-131, 1-135 | 11500 1-98, 1-159, 1-165 
9567 4-111 | 10138 4-127, 1-131, 1-135 | 11506 1-151 
9569 1-111, 1-117 | 10141 4-427, 1-131, 1-135 | 11512 4-151 
9578 4-115 | 10142 1-139 | 11515 1-151 
9581 4-111, 1-115 | 10145 4-427, 1-131 | 11518 1-139, 1-159, 1-165 
9583 1-111 | 10146 1-127, 1-131, 1-185 | 11529 4-93, 1-159, 1-165 
9585 4-111, 1-115 | 10147 4-127, 1-131, 1-185 
9586 4-111, 1-115 | 10151 1-127, 1-131 
9589 1-115, 1-117 1-135, 1-165 
9590 1-145, 1-117 | 10163 1-135 
9596 1-115, 1-117 | 10167 1-129, 1-131 
9600 1-119 4-129, 1-131, 1-135 
9608 1-115, 1-117 
9619 1-119 
9622 1-115, 1-117 
9623 1-119 . 
9624 1-111 12106 1-141, 1-145, 1-167 
9628 1-119 12107 4-63, 1-64, 1-141 
9643 1-114 1-167 
9652 1-119 


1-177 
1-115, 1-117 


9806 1-27, 1-31 
1-23, 1-27, 1-31 


10726 1-157 
10728 1-157, 1-165 1-141, 1-143 
10734 1-157 | 12141 1-145 
; 10879 4-171 | 12143 1-64, 1-141 
9889 1-27, 1-31 | 10882 , 1-161 1-143, 1-149 
1-115, 1-117 | 10883 1-171 | 12144 1-141, 1-145 
1-111 | 10888 1-171 | 12145 1-141, 1-145 
10831 : 1-171 


11004 1-139, 1-165 
11036 4-139 
11050 4-139 
11052 1-139 
11055 1-139 
11056 1-139 
11057 1-139 


i | 138 

: 1-139 

9968 1-113 | 11085 1-139 
10000 1-127, 1-131, 1-157 | 11091 1-139 
10001 1-135, 1-165 | 11102 1-139 
10005 1-427, 1-131, 1-135 | 11107 1-139 


10036 1-127 | 11113 1-159, 1-165 

10043 4-127 | 11115 1-159, 1-165 | 12195 1-145 
10044 1-127, 1-137, 1-189 | 11130 1-139 | 12200 1-143, 1-148, 1-147 
10050 1-131, 1-185 | 11135 1-139 | 12209 “4-145 
10051 1-127, 1-131 | 11350 1-139 | 12212 1-143 
10057 1-127, 1-131, 1135 | 11365 1-139 } 12213 1-145, 1-147 


12233 1-145 
1-145 


1-139 


10069 1-127, 1-131, 1-135 
1-139 


1-127 
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1-189 1-175 
1-159, 1-167 1-175 
1-147 1-177 
1-147 1-177 
1-167 1-177 
1-147 1-177 
1-141, 1-143 1-177 
1-159, 1-161, 1-167 1-177 
1-189, 1-161, 1-167 1-177 
1-189, 1-161, 1-167 1-177 
1-189, 1-161, 1-167 1-177 
1-167 1-177 
1-€2, 1-63, 1-64 1177 
1-141, 1-145 1-71 
1-147 1-71 
1-147 1-171 
1-147 1-171 
1-147 4-171 
1-147 1-155, 1-171 
1-161, 1-167 1-79 
1-151, 1-161, 1-167 1-79 
1-79 1-79 
1-149 1-79 
1-149 
1-149 
1-149 
1-149 
1-155 
1-183 
1-185 
1-153, 1-155 
1-183 
1-153 
1-153, 1-185 
1-153, 1-155 
1-153, 1-155 
1-163, 1-169 
1-163, 1-169 
1-155 
1-155 
1-153, 1-155 


1-75 

1-75, 1-171 
1-75 

1-75 

1-155 

1-9 

1-119 


1-161, 1-167 
1-167 

1-161 

1-161, 1-167 
1-161, 1-167 
1-155 

1-169 

1-153, 1-155 
1-183, oat 
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1-23, 1-153, 1-155 
1-167 
1-169 


SS 
FERGUSON 
SYSteM 


